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TERRELL AND ROGERS 


IN ACTION AT AOSTIN 


Cates Says Rogers Gets Up 
Next to the House Ruler. 
Terrell is Powerful. 


Anyone who has ever attended7 a 
three ringed circus and tried to write 
an intelligent account of it after­ 
wards realizes the predicament I am 
in in trying to respond to your kind 
invation 
to 
w r i t e 
something 
about 
legislative proceedings 
in 
Austin. 
The three rings here are typified by 
the Senate, the House o f Representa­ 
tives and what is commonly called 
the lobby. 
The latter, I might re­ 
mark by way of parenthesis, i s, as 
often as not, formed of 
legitimate 
citizenship as well as of the opposite 
character, being composed in large 
measure?of representatives of various 
professional and commercial 
inter­ 
ests who Come here to express their 
views before committees to whom 
legislative measures are referred. 
I do not desire to be d€»emed as 
speaking slightly of the legislature 
when I compare it to a circus, my on­ 
ly object being to convey some idea 
of the entertainment it affords to a 
novice like myself. 
Subtract the committee hearings of 
to day and yesterday from the ses­ 
sions since their beginning and noth­ 
ing has been aeomplished save o r ­ 
ganization. 
However, it must not be 
concluded that a religious effort has 
not been expended by the majority of 
member* to expedite and 
accelerate 
legislation. The great strife through 
out this giant common wealth over 
the question of prohibition precipi­ 
tated 
prohibition 
a climax 
here 
during the first days cf the legislature 
the pros trying to enact their re­ 
gulatory measures and get to Gov. 
Campbell before his abandonment of 
office, and the antis with equal zeal 
trying to stay their hand pending the 
time when Gov. Colquitt would as­ 
sume the chair. 
The fight of the last- element pre 
vailed but their success precipitated 
the second struggle of the session, 
which was the successful endeavor 
of the prohibitionists to reconstruct 
the rules of order so that their will 
as <i majority could not be balked by 
the filibustering of a minority. 
However, 
I 
presume the Wise 


c o u n t y public is fam iliar with these 
far ~ as they have been reported in 
the daily 
and weekly newspapers, 
and I t ake it that our people have, as 
a secondary interest, curiosity to 
know something of the personal re­ 


l a t i o n s which our two fellow citizens, 
HS and Terrell, sustain to 
the' 
tature in general and the other I 
Hers in particular, 
ving into consideration my em- 
merit in the Senate it is figurate 
imost as far from this wing of 
melding to the other extreme and 
in Rogers Ijelps run the 
grist 
»f legislation’ as it is from De­ 
le Austin. 
I i ave had little opportunity as 
e< "o >ee our H onorable 
Represen­ 
t o r inaction. Only one time have 
as a specator in the gallery of 
kMise, hut on that visit I saw 
n th in g significant and what might 
re ■ mned inevitable of Rogers. 
p . mounted the speaker** “ throne ' 
nth i b g blue bill in hand ana there ; 
on versed freely with the 
Speaker! 
en 
me minutes. 
Of course this is* 
m . dinary thing for some, with a c I 
out >n the some-memhers to do, but j 
how* conclusively R o g e r’s penchant; 
or going straight to the sacred por- 
al* of the mighty, while other less 
if 
I brethern must content thorn­ 
ier < with standing off long distant 
md supplicating. 
In. other 
words 
gofers communes directly into the 
art, of the gods while other mortal 


legislators 
ejaulate 
through 
a 
trumpet. 
My observance of Terrell in the 
Senate is of closer range and con­ 
stant. 
It is my business as an of­ 
ficer of the Senate to keep constat!! 
note of his and o th ers’ official acts 
a nd to make record thereof. 
I 
cannot express too highly 
my 
growing appreciation of the Senator 
from W ise and the staunch loyalty 
with which he has stood by the m ad­ 
re ates of the common people on 
the 
question of prohibition. 
I have known Senator Terrell all 
my life, but I had to come to Austin 
to find that there depths in his c h ar­ 
acter which few of us in Wise County 
realized, depts of mental and moral 
strength to possess which 
any man 
rnightvbe proud. 
My situation here prevents my sa y ­ 
ing all I should like to say by way 
of a recitation of facts and incidents 
of the prohibition fight that has al­ 
ready taken place. 
Terrell makes no 
effort, or so 
far has 
not, to fight 
fprenic battles on the floor, but 
in 
the caucuses and committee conclaves 
where in truth legislation is wrought 
out, his judgement, his experience 
and his firmness are felt with a force 
that moves men to 
admiration* for 
him for the way his influence helps to 
hold them true to their purpose and 
unaffected by the weakening and in­ 
timidating influences which the pow­ 
erful 
anti-prohibition 
element is 
capable of 
weilding. 
Terrell is a 
man here, every 
inch of him, and 
the people of Wise county can 
rest 
in the absolute assurance that not in 
the state Senate is there a man in 
whom greater confidence and trust 
can be reposed. 
The high honor conferred on him as 
one of the three Senators selected as 
a sub-committee to prepare tile great 
submission amendment measure, to­ 
gether with the regulatory measures, 
the day light closing bill etc., shows 
in what estimation and in what trust 
Terrell is held by his fellow Senators 
on the prohibition side. 
The other 
members of the sub-committee are 
S enators Gofer and Vaughan. 
Sen­ 
ator Terrell was made chairman of 
the sub-committee and 
Thus he be­ 
came the titular leader of the pro­ 
hibitionists aud responsible for the 
defense of the p r o measures 
in tile 
Senate of this Legislature. 


SPLENDID TRIBUTE TO 


DR. J. W. CARTWRIGHT 


Courts Adjourn and Bus­ 
iness Houses Close Dur­ 
ing Funeral Service 


In the absence of Rev. E, H. Rob­ 
inson. who is ill at his home, Dr. 0. 
K. Kike?, presiding elder of the Am­ 
arillo district, directed the funeral 
services of Dr. J . W . Cartwright at 
the Polk street Methodist church yes­ 
terday afternoon. 
Moth district anti 
county courts adjourned for the ser­ 
vices, and a number of business hous­ 
es closed from 2:30 to 3:30 for the ser­ 
vices. 
The funeral services were conduct­ 
ed by Rev. C. N. Ferguson of Plain­ 
view. 
Rev. R . F . Jenkins of tile 
First Baptist church, assisted in the 
ceremonies. 
Rev. 
B. Wasson pas­ 
tor of 
the 
Clarendon 
Methodist 
church, and Rev. L. A. Webb pastor 
of the Canyon 
Methodist 
church, 
were present. 
The members of the Masonic lodge 
took charge of the body iii the ceme­ 
tery aud performed ritual ceremon­ 
ies. 
One of the largest funeral assem­ 
blages in the history of the city turn­ 
ed out to honor the memory of the 
man who for more than two decades 
has been an integral part of the city. 
—Amarillo D a ily . 
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Doctor Praises D. D. D. 


Although an M. D., I acknowledge 
to my patients and patrons that your 
remedy, D. D. 
I), reaches cases of 
Eczema and permanently cures them. 
— Dr. Ira T. G abbe vt, Caldwell, Kau. 
“ My cure b Jgan from the first a p ­ 
plication of D. D. D. 
My skin in 
now as smooth as a b a b y ’s. 
i 
wouldn’t take a thousand dollars for 
what I). I). D. has done 
for me,” 
writes August Santo, of Chillicothe, 
Ohio. 
Tlie.se aire just samples bf letters we 
are receiving every day from 
g ra te ­ 
ful patients all over the co u n try , 
“ W o rth its weight in g o l d ,/ All 
my pimples washed away by D. 
D. 
D i ” 
“ I found instant relief,’* 
*”i>. 
D. D. is little short of m iracu lo u s.” 
These are I lie 
words of or her s in 
describing Ute great sis n remedy,. lh 
I). D. 
Proven by thousand of cures, 
for 
ten years' to be absolutely harmless 
and reliable in every case 
of skin 
trouble, no matter what i i is. 
GeVa trial bottle to day! 
Instant 
relief—only 25c at Ford A Thomason 


Miss Robbie Beall has been quite 
sick the past week, but at this writing 
she is slowly improving.* 


Mr. and Mrs. Henry Young from 
Stony, was the guest of Mr. and Mrs. 
Geo. Boydston. Saturday and Sun­ 
day . 
Messrs. Henry and Ch as, Ross. Mr. 
and Mrs. Lute Ranshaw, were the 
guests of Mr. and Mrs. Will 
Beall, 
Sunday, 
Cliff Cook and Jesse 
Stevenson 
from Oak Grove community, was 
in 
our midst Sunday eve. 


Miss Leona Bates from Amarrillo, 
is visiting lier sister, Mrs. George 
Gentry. 
Sweetwater is 
still growing some 
as the W ag g o n er ranch, just east of 
us is selling fast, and new people 
keep coming 
in. 
Come o n 
good 
people we gladly -welcome you here. 
A little rain, a norther, a most a n y ­ 
thing would be gladly received down 
this way. as those; warm hot 
days 
doe sen’i suit the writer at this time 
of season. 


Died 


At her horn* in Dallas, Jan. I9di. 
Mrs. Isabel M. Best, wife of iii? VV 
E. Best. 
Mrs. Best was well known 
and loved 
at Greenwood, 
where 
she made her home about s,i x years. 
She was always mollie for her many 
acts 
of 
charity, she leaves 
nine 
children, among them, Mrs. 
B. 
B. 
Brown bf Greenwood and a host - of 
friends to mourn her1 loss. 


The Messenger prints the county I 
news: the news von want to read. 


Paradise 


The Paradise Gun club had a con­ 
test Friday evening in which 
Dick 
Read carried off first prize. 
- 
Mr. and Mrs. Holt who -p m I the 
past week here with their d rag ster, 
Mrs. Alf Franks, returned to their 
home in Uenerettia. 
Miss Laura Read was 
in 
Fo rt 
W o rth S a tu rd a y . 
Will Hines and wife, of Bridgeport 
were here Sunday. 
Miss Myrtle Lindsey returned home 
Sunday from a week’# a Lit iii Fort 
Worth. 
Edna, the little baby girl of Mr 
and Mrs, 
L. L. 
Burros*, has 
the 
scarlet fever, but is reported getting 
along nicely. 


Miss Sue Davis lias Wen employed 
as compositor on the P aradise Amer­ 
ican. 
Miss Kila M cBride is very low with 
pneumonia. 


Miss Florence Patterson has re­ 
signed as teacher in A rk an sas dis­ 
trict, a p djefl f r i d a y &jr;‘W^stgTe-<as, 
m $: i 
'£ 7 i- g i 
? i * 


where she has accepted 
a school. 
Frank Kelly has been employed in 
her stead in the A rk an sas school. 
Rev. Isbell preached at the Meth­ 
odist church .Sunday morning, and 
church conference was held Sunday 
night. 


Miss Elbe Atkins, of Boyd, visited 
homefolks here Sunday. 
Miss Essie Featherstone returned 
home Sunday from a trunk's visit 
with re! ii ti VOS In Dallas. 
Master James Smit has been quite 
sick the past week. 


Greenwood 


Mrs. 
Maggie 
Ray born 
visited 
homefolk* Sunday. 


Dr. Knox from Chico was in Green­ 
wood Monday on professional busi­ 
ness, 
Mr. and Mrs. Warden Rec sot* and 
little daughter, are 
visiting Mrs. 
Reeser’s father, Mr. 
Brownsfiold, 
The new barber shop is completed 
and is now occupied by Greenwood's 
efficient barber. 
Mrs. May ley has been 
quite sick 
this week. 
Little Dean 
Dodge 
and 
Knox 
QuUenburry who have been 
quite 
sick with pneumonia are improving. 


Greenwood I* to have a bank in 
the nearer future. 
The bank will be 
in the Masonic building. 
K. Campbell is visiting homefolk* 
in Greenwood this week. 
Mrs. Blanch Gage is a visitor in 
Greenwood this week. 


M isses Oma Campbell 
and 
May 
Wheelock were at home Sunday. 


Prairie Point School Notes 


Since our last report several new 
students enrolled, making the e n ­ 
rollment 109 tilts year. 
The literary society gave a very 
interesting program Friday evening. 
The society renders 
its program s 
every two weeks, visitors 
are 
wel­ 
come. 
We are glad to report the follow­ 
ing visitors for the past week, Mrs. 
Mangrove, Mrs. McClure and 
Miss 
Chesser. 
We are always 
glad 
to 
h a 'e you with us, hope that more of 
you fathers and mothers 
will visit 
our school. 
It is encouraging to any teachers 
to have people interested in 
school 
work to come and observe Jibe work. 
The P a rent-Teacher ’s 
Club 
will 
meet its second; time. Feb. IO. adopt 
a constitution aud by law# and make 
some plans towards more Improve­ 
ments. 
We want every member to be 
present and those who have not join­ 
ed tills little army of workers for a 
better school to conte and enlist. 
Our regular mom lily examination 
will be next month. 


To Remove Ink Spots. 
To rem ove ink 
spots from 
wash 
goods 
unfit a piece of ta ilo r urn! 
plunge the ink spot In the bot f;H. 
then wash the piece at once and the 
ink will disappear. 
if It Is a co!' 
ort*! garment which wSf! not ffftfdL 
then drop attired wax on the spot, Set 
it become hard and remove with « 
sharp knife. 
The Ink will i e soaked 
tip. by the wax. m id if nay stain re­ 
mains from it place a clean picre of 
blotting paper over it and press with 
a hot Iron to draw it out. 


DENTON PEOPLE ARE 


‘ GOING AFTER LINE 


Company Organized There 
to Build Hood Into 
Slidell Country 


At a regular meeting of the direc­ 
tors of the t h amber of Commerce, 
with the follow in g d i rec to is p resen t : 
J. R, Christa), R. VV. Ulewett* J. N. 
R a y /o r, W. H, Grace and A. Ck Ows­ 
ley , special attention was given 
lo 
the proposed railroad to Slidell* 
Several communication# had been 
received from other towns northwest 
of here inquiring about the proposed 
Denton-Slidell railroad, saying that 
houses could be secured if th© road 
would be extended to them. 
Ro ac­ 
tion however, was taken in regard to 
them, as it is the desist* of the direct­ 
ors to first, got the proposition before 
the Denton people in its true light. 
Another special committee compos­ 
ed of Messrs. A, Ck Owsley, J, 
O. 
Coit, H. F. 
Bch wee r 
and 
ll. 
0 , 
Christa! 
was appointed 
to confer 
with some of the town’s largest pro p ­ 
erty owners and 
to get 
the whole 
proposition 
into 
t a n g i b l e form. 
The directors expressed tile opinion 
that there is no doubt hut 
that the 
road can be built and controlled. by 
Denton capital, aud that the citizens 
will soon have an 
opportunity 
to 
show whether they 
want to 
make 
Denton a “ greater Denton” or n o t.- 
Denton Nows. 


Golden Dip. 
Trim crust from six slices of bread, 
toast on both sides and dip each slier 
in a deep dish containing a Ut tie hot 
milk in which a tablespoonful of bul 
ter ha# been melted. When moistened, 
take out, sprinkle with salt and Say 
in another dish. Tate a quart of milk. 
bring to boiling point and thicket with 
two tablespoonful# cornstarch dissolv­ 
ed iii a little cold milk. 
Stir iu two 
tablespoonfuls butter. 
When melted 
;’dtl beaten yolk# of three eggs and 
pour over toast in dish. 


Protecting bonnier 


W ashington, Jan. ,'tl—Insistent ap 
peals are being made to Senator# b 
friends of Senator William Lorane 
to avoid a vote upon the motion ii 
Senator Beveridge to declare vacua 
the seat occupied b y the 
IJH run 
Senator 
The frie n d s of Mr. 
L o rim o r sa; 
that they are not conducting a tiller 
buster. 
They have merely o b jec ts 
to unanimous consent to fix a tim 
for voting. 
The majority of the cora 
mince submitted its report on Dec 
21, practically six weeks ago, 
Im 
mediately after Congress reconvene! 
Senator 
Beveridge 
presented Uh 
minority report. 
Congress has been in session ex 
actlv o a f month since tho Christina 
rectos#, anti in iii® face of the know 
ledge of men who signed the majority 
report that they would bo called up 
on to defend their action, only thro 
have spoken up to the date. 
The#' 
are Senator Burrows, chairman 
o 
the committee, Gambol au d Day nter 
with Senator Bailey dining In am 
out of the debate. 
Six days havt 
elapsed since the last pro-Lo rime 
.speech, 
•- ■ 
-/'-JO® 


Four weeks ami three days remailr 
of the present se.**om . 
Three davi 
and perhaps four will be utilized bj 
the Senate for the delivery of speech 
cs in honor of dead Senators. 
Th#* 
are four Sundays and one holiday 
George 
W a sh in g to n ’# 
birthday 
There remain exactly 
twenty -thru 
legislative days, and in that shop 
period of time there must he d u p os 
cd of the appropriation bills, 
Tin 
Senate propose# uJ -o, to act 
upoi 
ship subsidy and consider 
Canada 
reciprocity, perpetuation 
of 
th) 
tariff board, p o p u lar 
election 
o 
Senators and fortifications for 
th. 
Panama Canal, to say nothing of tie 
Coriin© r ‘'ase. 
In the meantime so un 
Lorane;* defenders 
object to e y e r 
request to fix a day for a vote. 


Majestic tonight, good pictures. 
Attend the Majestic tonight. 


Read This 


Decatur, Tex., this certifies that 
have sold Mali's Texas Wonder tm 
the cure of all kidney, bladder am 
rheumatic troubles, for years and ha vt 
never had a complaint. 
It aiw an 
gives ouiek ^ an** permanent relief 
Ford & Thomason 


arm 
a y- 
tja r d e n 


plant en» obtain rn ruler inform.*! non 
from their state experiment stations 
or departments of agriculture or from 
Hic agricultural department at Wash 
(tiglon. 
& 


FESCUE. 


For 
'Increase In Use of Plant Good 
Pastures In Many Regions. 
For several years past meadow fes­ 
cue has I>een an Important crop in 
northeastern Kansas, according to the 
(United States department of agricul­ 
ture. 
The acreage devoted to this 
grass has. however, been extremely 
variable. The fluctuating tendency is 
due chiefly to changes in the price of 
aced. rl*he meadow fescue seed crop 
bas in some years reached n total va 
nation of over $150,000 in a very lim!' 
od section of the state. The demand 
for meadow’ fescue seed Im quite limit 
od; hence an undue expansion in pro 
diction has caused In several years a 
decided fall in price. The merits of the 
grass are such, however, that It is In* 
Moved that a better knowledge cf Its 
usefulness will result in its being em­ 
ployed much more extensively, cape 
dally for permanent pastures through 
©ut the timothy region. 
Meadow fescue is also locally known 
as English blue grass not withstand 
lug the fact that in England it is called 
meadow fescue. 
The name English 
blue grass should be discarded for the 
established name meadow fescue, as 
the use of both lends to confusion. 
Meadow fescue sown alone furnishes 
scant pasturage during the hot sum­ 
mer mouths, anil its lack of root stocks 
prevents its taking first milk as a pas­ 
ture grass in any region where Ken­ 
tucky blue grass does we!!. Its value 
at present is fully appreciated only in 
eastern parts of Nebraska and 


There is nothing that will des re v 
(he productiveness and value of a 
farm so fast and so certainly as rui- 
n ng it to grain and shipping the 
grain to market instead of feeding 
i. on the ground. 


I 
STAGGERS INVESTIGATED. 


the 
Kansas. It is quite probable that to 


,\ 


VA N I .'PU OK URA DOW KKSfMK. 


(F rom bulletin of United Stat** depart­ 
ment of agriculture | 
many regions an increase in the use of 
meadow fescue Would have a very 
beneficial effect on the pastures. 
I he ability of meadow fescue to sur­ 
vive in wet plat es whim trampled by 
stork keeps such places productive in 
pastures where timothy, red clover 
and Kentucky blue grass fan, and. is* 
sides being strongly perennial, meadow 
fescue has the additional advantage of 
coming quickly and surely from seed, 
producing in a short time a firm sod 
and considerable pasturage. 
In the east meadow fescue has 
shown itself to be almost as well 
adapted as orchard grass to the clay 
soil8, and, though not quite as pro­ 
ductive, it is rather more palatable 
than the latter. As the value of tame 
pastures over native {tasters* is lietter 
realized and as the English idea of 
mixtures is more firmly established 
with the American farmer meadow 
fescue will take a more important 
place at least as a pasture grass. 
The soil best adapted to the produc­ 
tion of meadow fescue Is a heavy 
black loam. Tbi* grass bas been noted 
growing in the most decided ‘gumbo** 
spots, and in these places when mois­ 
ture was sufficient no amount of tram­ 
pling seemed to destroy it, 
it is not 
adapted to a light sandy soil, and the 
best yield of bay aud seed is always 
secured from heavy soils rich in or­ 
ganic matter. 
F arcers Interested, i t this. mature 


GARDEN SEED TESTING. 


It Is Important to Know Germinating 
Qualities of Stock, 
As a rule. American gardeners pay 
very little attention to seed testing, 
depending mostly upon the seeds they 
buy as being strong and fresh. How­ 
ever, very often considerable quanti­ 
ties of seed are carried over from one 
sea son to another, and these are of 
more value limn any new supplies, be 
cause we have proved them by actual 
cropping on our land aud under our 
conditions. 
Hence it is very impor­ 
tant to know tho germinating qualities 
such stock to avoid losses or delays. 
there are several methods of seed 
testing In common use- placing seeds 
between layers of moist cloth, sowing 
in sand and sowing into ground. Each 
has Kb proper place and time. 
How­ 
ever, unless a test Is carefully carried 
out It is worthless. 
Thus the opera­ 
tor must know the degree of heat and 
amount of moisture most suitable. The 
same treatment will not do for all. 
We must try to get as near as possible 
at natural conditions. 
We must consider the season. Some 
seeds are very difficult to sprout In 
winter, and the nearer we approach 
their natural sprouting season the bet­ 
ter the test, while others again refuse 
to sprout In great heat, such as the 
summer months. Thus we see a test 
made out of season may prove entirely 
worthiest! or. worse than that, very 
misleading. 
During the winter months the sand 
lest Is the hest, as seeds sprout more 
readily In clean sand than In moist 
earth, ami the sand gives enough root 
aet Ion to allow us to judge of the 
strength of the young plants, which 
the moist cloth test does not permit 
The depth at which seeds should he 
tested must be decided upon according 
to season. 
Thus in the dark winter 
mouths very little covering is permis­ 
sible. while later on more covering is 
needed to allow for higher tempera­ 
tures and rapid evaporation.—(harden­ 
ing. 


Talk things over with the hired 
man. It will help both you and h*m. 


Value Loss of Silage Small. 
One reason why cornfields should tie 
turned Into the silo is that dried fod­ 
der corn deteriorates rapidly and to­ 
ward spriug becomes hard, brittle and 
possesses little palatability. 
8ilnge 
loses much less than dry corn fodder 
aud is always relished by the animals, 
gummer or winter. 


Protecting Pipes From Frost. 
This diagram illustrates one way of 
protecting water pipes against frost. 
In the cut a Is the (dpt, b a partition 
through which the pipe runs, c the 
water tank, d the ground, f a wooden 
post and g an iron ring. 
In operation 
the post, which may be six to eight 
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M iraOO OF FBOTXCTXON. 
inches in diameter, is split in the mid­ 
dle, as shown at e. 
The center is 
hollowed out slightly in each half, 
and into this space the pipe flits. The 
iron ring at g holds the halves firmly 
together. 
This protection might and 
probably would in actual practice con­ 
tinue on through the wall of the build­ 
ing. It could be arranged for by set­ 
ting, the pipe at a greater angle.— 
American Agriculturist. 


Don’t let two weeds grow this 
year where none grew before. 


met 
Quick Chang*. 
A.—When I was in the east I 
with many begging dervishes. 
B.—I thought they called them bowl­ 
ing dervishes? 
A.—That s what they become when 
you don't give them anything.—Meg- 
gendorfer Blatter. 


Some M 


Clubbing 


Propositions 


Messenger and 
Ft. Worth Record or 
Dallas News 
$1.75 


Messenger and 
Farm 8c Ranch $1.75 


Messenger, • 
Farm 8c Fireside, 
Farm By-Products 
all for only . $1.25 


Messenger and 
Commercial Appeal 
for only 
. 
. $1.50 


Messenger and 
Texas Truck Farmer 
for only . 
. $1.25 


Messenger and a 
$1000 Accident 
Policy in reliable 
company only $1.50 


Messenger and 
Home 8c State $1.30 


We take 
subscrip­ 
tions for Youths’ 


/v 
• 
(hi n t z 
Companion . $1.75 


Moldy Corn Believed to Be the Cause 
of the Deaths of Many Horses, 
According to a bulletin issued by the 
Kansas State Agricultural college ex­ 
periment station, blind staggers, sleepy 
staggers, mad staggers or meningo 
encephalitis has occurred in outbreaks 
of greater or less severity in many 
sections of the United States. 
In ad­ 
dition, there Beearn to be a continual 
loss of horses from staggers in any 
locality in which much corn of an in­ 
ferior grade is fed- 
A certain green 
com mold, known scientifically as As 
pergillus glaucus, is blamed. 
The contents of the bulletin may be 
briefly summarized as follows: 
Feeding horses upon immature com 
badly infected with molds and worm 


CORN DAMAGED BY MOLD. 
(From bulletin of K ansas State Agricul­ 
tural college experim ent station.] 
dirt, with its accompanying bacteria, 
produces typical cases of staggers. 
The extract of such corn is rapidly 
fatal to rabbits. 
Aspergillus flavus, Aspergillus niger 
and Rhizopus nigricans (molds) have 
been found abundantly on the corn 
only in localities which lose horses 
from staggers. 
Corn containing any molds should be 
thoroughly cleaned or “floated” before 
feeding. 
Mixing . corn with bran and oats 
seems to lessen the danger. 
Treatment to be effective must be 
begun early. 
During the course of investigations 
it was found that In some localities 
cases which were reported as staggers 
were in reality typical cases of para­ 
sitism produced in horses by the pali­ 
sade worm in the intestines and blood 
vessels, the error arising from the sim­ 
ilarity of some of the symptoms of 
the two diseases. 
The observations have not been suf­ 
ficiently extensive to determine the re­ 
lation between staggers and the so 
called cornstalk disease. The latter is 
the name popularly applied to many 
disorders of the digestive tract in cat­ 
tle and horses, some of which are 
clearly not the result of any poison or 
toxin. It seems that neither the sea­ 
sons nor the localities in which many 
cattle have died in the stalk fields co­ 
incide with those in which severe out­ 
breaks of staggers in horses have oc­ 
curred. 


For Digging Post Holes. 
Any farmer can easily make one of 
the tools shown in the illustration. 
says a correspond­ 
ent of the Orange 
Judd Farmer. 
It 
is very simple and 
requires no outlay 
of money for ma­ 
terials. Au old ax 
or a broad piece 
of steel with one 
sharp edge is bolt­ 
ed to a handle in 
the manner shown. 
Two holes must 
be drilled through 
the end opposite 
the 
sharp 
edge 
The handle ena­ 
bles the worker to 
use the tool with 
ease in cutting off 
small roots while 
digging holes for 
fencepost^. 


In winter as much variety Simula ae 
furnished the pigs and cows as pos­ 
sible. They need some roughage. They 
will eat clover hay and cornstalks. 
Pigs intended for market should 
weigh between 250 and 500 pounds at 
ten months of age or less. 
To make 
this weight they must lf pushed from 
birth to market day. # 
Sheep are the greatest fertilizers of 
all the farm stock. 
The old saying 
that the hoof of the sheep Is golden 
is true enough. 
Sheep return to the 
soli 80 per cent of fertility from the 
food eaten. 


Poultry Pointers. 


One-half teaspoonful of vaseline and 
ten drops of carbolic acid made into a 
soft paste with sulphur and rubbed on 
the sores is said to be a sure cure for 
sorehead or chicken pox. 
Iron in some form makes a good 
tonic. What is called “the Douglass 
mixture” is used by many pouitrymen. 
It is composed of sulphate of iron, 
eight ounces; sulphuric acid, one-half 
fluid ounce; water, one gallon. Dose, 
one gill in the drinking water for ev­ 
ery twenty-five fowls. 
Convenient coops for marketing the 
chickens will pay not only in the sat­ 
isfaction that they afford, but in the 
greater convenience. 
Nothing Is gained in hardiness by­ 
letting the chickens run out in the 
rain, snow or cold winds. 
A thorough coating of whitewash 
with 3 per cent crude carbolic acid 
will settle the mite problem for the 
winter. 
The cap sheaf of poultry culture Is 
cleanliness. Cleanliness means that the 
poultry houses, yards and surround­ 
ings should be kept sanitary and fit for 
the fowls to live in. 
Warm milk is an excellent feed for 
chickens that are sick or off feed. In 
fact, rpilk is one of the very best feeds 
for chickens of all kinds and at all 
times. 
** 


Homsmada Land Roller. 
A friend of mine writes that he bas 
lived sixty years, but has just found 
out how to make a land roller that 
actually does the business, says a cor­ 
respondent of the Iowa Homestead. 
He gets a section of round galvanized 
iron culvert material. 
He prefers to 
have it at least two feet in diameter 
and corrugated. The section is as long 
as you wish to make the roller. It is 
turned on end, aud an iron axle or rod 
of axle size is placed exactly in the cen­ 
ter. 
The inside is then ready to be 
lilied with cement mortar. Let it cure 
for two weeks before using, wetting 
occasionally during that time. A frame 
is bolted to the axle, of course. 


FOST HOLE DIGGERS. 


Bring us your subscriptions 
for any newspaper, maga­ 
zine or periodical published 


T h e M essenger 
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One great reason why some men 
win on the faun is because they 
keep the ends tucked in. 
If you 
want to freeze on a cold winter 
night let the bedclothes get pulled 
out at the foot 
Fanning ii just 
that way. 
Don’t let the bedclothes 
get pulled out at the foot. 


Potato Fertilirsr Formula. 
One that is used by many large po­ 
tato growers in the vicinity of New 
York city is made up as follows: Ni­ 
trate of soda, 127 pounds; high grade 
dried blood. 440 pounds; acid phos­ 
phate, 400 pounds; land plaster. 33 
pounds. 
The greatest profit result­ 
ed when these fertilizers were mix­ 
ed and applied at the rate of 1,000 
pounds per aero in some tests at tho 
New York experiment station. 


Cooking Feed Does Not Pay. 
To learn the value of cooking feed 
for live stock extensive trials were 
made at the North Dakota experiment 
station in feeding hogs and cattle raw 
feed and cooked feed. 
It was found 
that mare pounds of grain were made 
from a given amount of feed when 
fed raw. Potatoes were an exception, 
Us they gave the best returns when 
cooked. 


Let every farmer give h s farm 
the degree of U L D .— lime, leg­ 
umes and drains. — Rural New 
Yorker. 


Dairy Doings. 


Live Stock Notes. 


The first cross animal in swine breed­ 
ing makes a good feeder. It is also well 
known that if crossbreeding is carried 
further than the first cross one rap­ 
idly runs Into inferior stock. 
Try how the frosted bridle bits feel 
In your own mouth some of these crisp 
mornings and you’ll warm them up the 
next time before putting them In the 
dumb, helpless horse's mouth. 
Good bedding is not only comfortable 
and beneficial to the stock, but it ab­ 
sorbs many juices and liquids which 
otherwise would be lost, retaining them 
to be deposited on the fields as valu­ 
able fertilizers. 


It takes two-thirds of all the good cow 
eats to keep her alive and without loss 
of flesh and the other third of ordi­ 
nary good rations to enable her to give 
milk. 
The expense of two-thirds of 
the money earning rations has to be 
incurred when the cow is earning 
nothing. 
Timothy hay Is better than nothing 
as a feed for dairy cows, but it is 
worth more to sell on the market. 
A good supply of alfalfa will cut 
down the bran bills. 
If the cow’s teats are made sore 
from exposure to cold or wet weather 
an application of carbolised vaseline 
after each milking will remedy the 
trouble if used when it first appears. 
The best hay feeds for dairy cows 
are clover, alfalfa, cowpeas and soy 
beans. They contain a targe percent­ 
age of protein, which is a great milk 
producing element. 
The world's champion milk cow pro­ 
duced nearly nine tons of milk last 
year, and advocates of dairying ta 
preference to beef production call at­ 
tention to the fact that this cow Is 
prepared to repeat such performances 
for many years, while the beef animal 
must go to the block to produce cash 
for Us ow apr.. 


M f§lS 


FDR THE CHILDRENSi 


Jingles. 


A JO LLY SEASON. 
Ifin't it a Jolly season 
To forget o ur troubles? 
C ares take w ing am i for some reason 
V anish Uke m ere bubbles. 


F. 
F—poor old fellow!-, has only one leg. 
H ark! H ere Is com ing his peg-ge-ty*pcg 
Always his h at to th e right of his head.* 
N ever had any left side. It is said. 
Likely he’s also q u ite blind, dunjb and 
deaf. 
Poor little, unstej^dy. tottering F! 


H IS M O TH ER S JOY. 
Them w as a little boy 
Who w-as his m other’s joy. 
And yet he w as th e te rro r of th e neigh 
borhood. 
A t tim es h e’d m ake us glad 
By falling to be bad; 
But, then, you see, he w as so very seldom 
good! 
I 
I 
—St. N icholas. 


A Tame Deaver. 
A tame bearer kept by tho soldiers 
at a fort in Wyoming; became tin Re 
famous for bls sagacity. Caught 'while 
young and perfoc'tly lamed, be be­ 
came very docile nnd a great favorite 
at the fort. 
Tho lit.,’’' fello%v could 
never bo cured of his I 
*t to IniiUl 
dams, and it Is related 
it lie once 
undertook to daan tile ^ nitte river, 
-working for months all ni\ at long and 
returning to the fort every morning 
at sunrise. 
Ile cut down quite a num ­ 
ber of trees, but life proved too short 
for the completion of his plans. While 
around the fort he was constantly 
turning over every kind of ve.ssel that 
contained w ater and collecting sticks 
to head it off as it flowed away. 
One 
night by oversight the beaver "was 
locked up in the warehouse, and dur­ 
ing the night, in uosin.g around, ho dis­ 
covered a ten gallon can of molasses 
that had been le ^ uncovered. That dis­ 
covery proved his denim. The next day 
he w’as found gasping for life, having 
been caught in tile sticky mass as the 
can was overturned. 
Ho never recov­ 
ered from the shock nnd was tenderly 
buried in the presence of a large cir­ 
cle of his friends. 


engineer and a kchooTttiaster? 
Ode 
minds tho trains; the other trains the 
minds. 
'' 


Bear Versus Vultures. 
Bruin was in luck. A young deer had 
ventured do-^Vn the steep slopes of the 
mountain tq quench its thirst in the 
strean. which ran noisily through the 
rocky valley when it was pounced 
upon by a hungry bear and laid lifeles.s 
with one blow of his heavy phws. 
Bears are not generally supposed to 
prey upon animals, but in India, a t any 
rate, bruin likes to vary bis vegetable 
diet -with a succulent young deer or 
small game of any sort, 
Other animals, however, beside bruin 
liked deer, 
and t-um vultures now 
swooped down upon the bear. One of 
them perched on his head and tried its 
best to pluck out bruin’s eyes, and 
while defending himself from this dan­ 
ger the bear bad to loose his hold on 
the deer, which was* then promptly 
dragged off by the second vulture. But 
a bear will fight hard for his dinner. 
Giving a dexterous swing with one of 
his paws he stunned the v i^ u re which 
had settled on his head, and the other 
bird then made off, so th at bruin was 
m aster of the field and of the little 
deer, which he soon devpured. 


The Artful Fox. 
An old lion was so weak he could.no 
longer hunt for prey. 
He therefore 
lay in* his den and gave out th at he 
was so ill he thought be would die. 
When the beasts heard of this they 
were very sorry, for they looked on 
the lion as their king. 
One by one 
they went to see him. This w as just 
w hat the lion wanted, for he could 
easily kill them one at a time, and 
then he gre-u' fat on his prey. 
At last a fox, who thought he knew 
w hat was going on. made up his mind 
to call on the old king and ask him 
how he did. 
*\ my dear friend,” said the lion, 
‘‘hort^ good of you to come and see 
me! 
But do not stand so far off. 
Come near and speak a w’ord of hope 
to your poor king who has but a short 
time to live.” 
“Ah.” said the fox, ‘‘I fear I must 
not stay as It grieves me to say so. for, 
to tell the truth, the footmarks I see 
all point tow ard your den, find I think 
it strange th at none of them point 
away from it.” 


__ 
A Famous Battle. 
The battle of New Orleans—Jan? 8. 
181i^-was fought between a ferce of 
12.000 
British, 
under 
Sir 
Edward 
Pakenhara. and Jackson's C,0(X) Amor 
leans. 
The latter, In their strongly 
intrenched position, lost only eight 
killed 
and 
thirteen 
wouodeti. 
The 
British 
loss 
was 2,(W0 
killed 
nnd 
wounded. 
The battle lasted tweaty- 
flve minutes. 
HUMOR OF THE DAY 


Unfeeling Wretch. 
“John, will you please unhook my 
waist ?” 
“All right; as soon as I get my col 
lur off.” 
“Don't you think this dress is be­ 
coming?” 
“Yep.” 
“I think it makes me look slimmer 
than I look in any of the rest of my 
dresses, don’t y\>uY* 
“I guess so.” 
“Did you see anylx>dy there who 
was dre.sBcd in better taste than I?” 
“Nope.” 
“,\nd think how cheaply I got it 
made! 
Do you remember that pink 
dress I had two years ago?” 
“I duimo.” 
“Oh, yen, you remember it. John; the 
ODC I had made when I -weDt to St. 
I.,oiiis. Would you suspect that I have 
had all the beaded trim m ing from that 
gown put on this oue?*’ 
“No.” 
“Well, I have. 
If I had Ixmght it 
new it would have cost .'^25. 
Don't 
you think I manage well?” 
“Uh huh.*’ 
“Do you suppose there’s another w’^o- 
man in this town who dresses as 
splendidly as I do on w hat you allow 
me for clothes?” 
“I’ve never thought anything about 
i t ” 
“Well, yon 'W'oiild think about it If 
you got such bills as most women 
make their husbands pay. 
Did you 
see any one there who looked better 
than I did?” 
“I didn’t look around much.” 
“Did you ever see me wbei\ I looked 
better?” 
“I guess not.” 
“Think w hat It m eans to you when 
I make such a fine appearance. 
Ev­ 
erybody m ust get the impression that 
you are able to give me a much larger 
allowance than you do for clothes. It 
gives the impression that you are pros­ 
perous. Can’t yon see w hat an advan­ 
tage it is to have people get such an 
Idea?” 
“I’ve never noticed it.” 
“Oh, pshaw! One might as well talk 
to a stick as to you.”—Chicago Record- 
Herald. 


True to Their Names. 
A Jew Jersey man named his twin 
sons Roosevelt and Taft. 
A friend 
asked him recently how they were 
getting aong. 
“Famously,” was the answer. “Taft 
digs steadily into his breakfast bowl, 
while Roosevelt yells and pounds him 
over the head with a spoon.”—Lippin- 
colt’s. 


IN.-THE REALM 
lilF FASHION 


cThe Latest In Coats. 
W henever tigured velvets of any 
kind have a vogue the style.s of the 
day are sure to be sumpiuaua. 
This 
is, of course, to be* ext>e4-ted, since the 
exten.slve 
vogue 
of 
velvet 
HhvM.v>» 
stands for rich styles and the mipeur 
ance of patterned fabrics of any kind 
cocans a demand for more or less 
elaboration. 
Figured velvets never ap 
pear at a period of “sweet simplicity” 
or severely lilalu fashions. 
The em- 


Thoughtful Maud. 


1^ “Maud has a good heart.” 
“H as she?” 
“Yes. If her ne-w w inter hat doesn’t 
cost too much and her candy and m at­ 
inee bills are not too big she’s going 
to buy her mother a patent sweeper or 
else a cake mixer next spring.”— 
Cleveland Plain Dealer. 
» 


Defined. 
Albert—A dog th at runs under a car­ 
riage is called a carriage dog. is it 
not? 
Egbert—C ertainly! 
Albert—Well, w hat woald you call a 
dog that runs under a motorcar? 
Egbert—Why, a dead one.—Ally 5Slo- 
per's H alf Holiday. 


de- 
Tough Luck. 
“Terrible drought we’ve had,’ 
d ared Gongressman Wombat. 
“Yes,” assented Congressman Way- 
back. 
“It dried up several iwols in 
my district that I was figuring on get­ 
ting into the river and harbor bill,” — 
IHttsburg Post. 


C o n u n d ru m s . 
W hat is the political character of a 
w ater wheeJ ? 
Revolutionary. 
Why was Elngland during Victoria’s 
reign a very dry countrj*? There was I 
only one reign (rain) in fifty years. 
How can it l>o proved that a horse 
has six legs? Bec:au.se it has fore legt^t 
in front and two behind- 
For w hat profession are the mem­ 
bers of a boat crow best fitte<l? Den­ 
tistry. because they have a good pull. 
W^hy ouglit a man who .manages 
holies on a wogan be successful? Be­ 
cause he does a driving bushies.s, 
Why do carpenters have great faith 
In soothsayei*s? 
Because they cannot 
work w ithout an auger (augur). 
W’by are some women like teaket­ 
tles? 
Because they sing away pleas­ 
antly and then ail at once lx)il over. 
Y^hat is tj2€> 
-between an 


• life .«:eem 
Herald, 


i 


BliBOSBED VELVET COAT TRIMMED WITH 
FUR. 


bossed velvets are making up some of 
the most stunning 'vvra{)s this year, 
and they rank side by side with rich 
fur coats, for their trimm ings are In­ 
variably of fur abd their cost at their 
richest Is little below tho all fur gar­ 
ment. 
The emliossed velvet coat in the 
drawing has a big shawd collar of 
opossum with a facing that forms a 
border to the closing edge. 
Low* on 
the side there is a finish in tile shape 
of a cluster of tails with a fur covered 
button. The cuffs aud muff are also of 
the opossum. 


NEWEST MOOEL FGB 
GIRLS’ NEGLIGEES 


The Vassar Robe al Dark Blue 


Cashmere Is lire Lalesl. 


Might Seem Longer. 
I 
“Do you think buttermilk will pro- 
j long one’s life, Coiontd Boaksby?” 
} 
“Ahem! 
I 
have no doubt, 
.Miss 
J Plumper, that if a person had to drink 
buttenniik every d.ay it would m.ike 
longer.”—Birmingham Aga- 


A Few Things Wanted. 
An insect jjowder for humbugs. 
A telegi-am envelope th at wiil calm 
a woman’s terror before she opens it. 
An alarm clock that will not only 
wake us up. but make us fee! like get 
ting up.—Boston Transcript. 


A Cold Fact. 
*T couldn’t stand it in the public par­ 
lor any longer. A m.an there w ith the 
worst kind of a cold lu his head war 
telling the oldest kind of stories,” 
“I see. 
Hoarse chestnuts 
I .- 


Neatest and newest In long negligees 
for girls Is the Vassar rol^e of dark 
blue cashmere or flannelette, which Is 
made with a deep yoke and three-quar­ 
ter straight sleeves cut in one, the 
seven gored skirt bvdng so sharply 
slanted that it tits without fullnes.s 
into the yoke. 
Also made %vith cut in 
one piece* sleeves is a svjuare uwkisl. 
center seam back negligee. This model, 
which is prettiest when developed In 
some soft w’orsted or silken fabric and 
bordered wdth fancy ribbon, lins oar 
row underarm forms in addition to 
four full length gore.s. 
A diagonal 
front, closing at the waist line. shows 
a iK)inted guimfK? of miisliu embroidery 
matching 
the 
undersleeves. 
sup[)le 
m enting the cloth elbow* sleeves, which 
slashed half way to the shoulders 
Ari attractive motiification of tile 
kimono has three shoulder plaits in 
f|o n t and a bias back attactied to a 
bolero shai>e(I deep yoke. 
T]ie Ijell 
sleeves, yie loose frout.s and the 'girdle 
are bordered with narrow ribbon. This 
morlel is dainty In tdbatross of pale 
tint, bordered w ith white satin ril>bou 
of white chudda witli colored rib­ 
bon. On Americanized lines is {\, pretty 
kimono which is closely plaited acrc>ss 
the shoulders at front and back and is 
charm ing when developed in wiiite 
crepe de chine or jjongee lined with 
tinted cashmere aud “having facings, 
cuffs and sash of soft silk matching 
the shade of the lining. 


Odd Fashion In Hand Bags. 
Old brocades, old dam.‘Lsk.s and wool 
fabrics are greatly in demand nowa­ 
days among ijNpieiy women for making 
band bags. 
The fashionable set 
taken a fancy to hand bags made of 
those goods, and jew elers are turning 
them out in large numbers. 
The bags 
are adorned daintily with gold and 
silver 
tpjramings^ 
The /.ashionable 


hallo nag is cotntn>Ae« o f n pitve 
*’:RH’*stry, brocade »»r dam ask, showing 
men In arm or on hi>rs<*>* going lo warx 
The hogs im* shn|»Hi nfrer th«>se car 
Hod centuries ago 
Some are 
with J FO! Pts at the top and the ba.stv 
some arc covereti with gobi net, and 
others are decorated with nncicnt bul 
lion laces nnd galUwuis that wen* used 
In coverlfig fundttiri* centuries ag«> 
Consequently, to filense the whim of 
society women, the m ntcrlals for Hu* 
b.ags are ri|»|H’d from old fu rn It ti re. 
else tuts pf damttJtk and bnK ndc jouf.4 
treasm ’ed art* being lint to a pew SbFP 
TIMELY HINTS 
FOR FARMERS 


ecfrtiii 
flftra nm 
a 


Benefits of Tiling Land. 
An 
Interesting 
fact 
was 
made 
very clear last senaon In connection 
w’lth 
land, 
nnttirully 
well 
drulmHl. 
tvhlch has Iwen lately tiled—namely. 
Kays an extlmnge, that In the dri**Ht 
scttsou known In years this land bus 
pr<»dumi larger croiw of better qujilfty 
than land lying near by which was 
apparently sutllclimtly tiry for crop 
production. 
'rills greater productlvene.Hs seems 
directly due to the fact that In laud 
wlileh Is tiled there is a much frtMW 
clreulatlun of the air, whlcli means a 
JUellower ami hwwer soil and ji more 
rjii>id passage to the surfuco of subsoil 
moisture. 
This 
sa m e condition rt*Milts In a 
rapid nlmorptlon Into the soil of rain 
Hint does fall, thus revlttcliig to a mini* 
mum the volume which flows off from 
Hie surface, washing and gullying the 
KOH. 


prarrxm^ 
grwund froze stfttMl ashes may be used 
Tltks is the hen’s natural method of 
frt*eing herself froto a fie*t that safi# 
lier virallty and m akes It impossible 
for her to lay most freely,—Kindrtiira 
Dairv Farmer, 
o 
_ 


Faathcr Cating Hana. 
FtHither eating Is a vicious habit, and 
one ftHtl.s that the guilty hen Horn It 
Rolely otit of pure cussedness. 
It i» 
Cfuttliied 
almost 
exclusively 
to 
the 
sm aller and more active breeds and 
only when they are confined In small 
ynrtls. 
When 
they 
once 
begin 
there ta 
hardly any remedy except to give 
them th e ir lll»erty so th at they eau 
get busy and forget the habit. 


Treating Barbed Wire Cute. 
In tre.anug 
wire cm the w'oumi 
should be kept absolutely clean and 
expostnl to the air ami sunshine. WIum) 
the w’ound starts to heal It should 
not be irritated by washing the raw 
surface or by removing .scabs whicli 
have formed. 
Lbiuld dislnfectntfts arc 
best j»i)i‘llo«l by allow’lng the fitild bt 
bo iKFurtsi on the raw* surf nee, not ))V 
rubbing the wound with cotton ant- 
urated with the disinfectant. 
Follow this cl Isl I) feet Ion by covering 
It with some good healing powder that 
it both nstiingent ami dlalnfiwtani. 
Should the* W’otind heal fast use* some 
form of eanstlc to remove the execs 
Rive granulation tissue. 


Farm Note*. 
Feed the birds. 
You’ll ncK'd ’em 
next bug time. 
Get all the leaves .you can for the 
scratching pens. 
Have a bottle of rulvber cement on 
band aud some good glue. 
Fix tbRigs 
and do It while the other work Is not 
pressing. 
One of the best tools a farm er can 
have is a goml riveter for mending 
leather straps of all kinds, 
One of 
these will save a good many trips to 
tow'n and maybe more than one run 
aw’uy.—F.arm Journal. 


Improving Old Pasturo*. 
W here Ji pasture has begun to fail if 
can be made uiticli more prothietlve by 
drilling with a disk drill, in early 
spring, a mixture of two pounds inotn- 
moth and one pound alsike clover, run­ 
ning the setKl Rito the gashe.s made by 
the disks, 
lf a disk drill is tint avail 
nbie. the land may Im* disked, the setal 
broadcastetl and then harrowed. 
This 
sw d lng of clover greatly Increases tht* 
pasturage 
for 
fw'o 
or 
th n e 
yonis 
folkiwlng and stiinulntes 
the grass 
through the nitrogen added to the soil 
by the clovers. 


WINTER QUARTERS 
FOR THE POULTRY 


Hens Reqalfe Plenty of Ftesli 
Alf W IIM Drafls. 


'Two or three fundam ouial iirIm*li»lr-< 
m ust be considered 
in comforiabb* 
winter quarters, 
'I'be first of tlivse i - 
an absence of moisture. 
'J‘he hon 
house m ust be kept dry, but it is m*t 
of so much importam*e that it Ie* ke*pt 
warm. 
Artificial heat Is tai old I) 
the best leoultryuieu today. 
Vn 
dance of fresh air witlemt . n} Un 
inYjst Im* [Frovlded. 
Ju.st as mm h ?♦ 
shine as pic,sible sliould be admitt- 
lo the house. 
The walD ^h< u u I 
whitewashed and 
k-*pt clean. 
Uh' 
board.s should l>e cleaned from J tm t 
the pt*rcUe.^ as frefiueiiliy t-. 
necessary. 
This wiil dofiend upon t;..e 
num ber of chickf ms kept. 
The roosts should Iy* painted w ith a 
mite d«*stDjyer, and frequent sprayings 
should be given throughout the season. 
Mites are more easily controlled in tljc 
w inter than a t any other time. but 
there m ust be a t*on8tnnt campaign 
against lice. The best aiu Isl tbi.s Is ti 
liberal use of du.st. 
Have a Ik>s in th* 
brightest part of the henhouse am! 
you will be surprised to see how freely 
It 1/1 used. 
If a bupj»]v of pulverized 


Cowpea* Profttatbl*. 
Cowpea* are a very profitable crop 
for dairy cow* and plgii 
They ar* rn 
hardy against drought and m ature an 
quickly that there are very few <*rop» 
that compete with these legumes for 
soiling pur}K>ees. 
Cowpens should Im» 
better nppri**la!cd by farm ers of the 
aouthw est 


HINTS FOR THE 
ROSY HOUSEWIFE 


Nutmeg Grater That Aids 


Kitchen Economy. 


A iritrm*g pea 
nut meg lie.'JI ( 
b,'*C!t 
a! I 
{R;;e ?! fvvs tin* t 
e ,V It. :• th;: 
ti ’. 
!lngri'‘ 
< bv 
; ‘ 
mid in n' i\i «l I 


I ' i i o t c d 
J > f! . 
- 
liiimlU* v'il!t a j' I 
h o l d Lai’ k . j ' i t o 
kc;*{> i. Ut I t v 
t h e ; i<!’c r !f’'T T* 
■ 
In thin tip tilul l h 
tin* d ■*;;! .'<! j i.i' 
opcrnt U) 
wh«*n kori.!*l in; 
the j:r;:t«*r by It; 
Iniitd iavt!i«uS r;- 
the mitineg Ii ='? 
that 
it 
tuiuint 
scraping tin* ii 
heretofore laid 


; *r t ’ TV rr:ib*s al! Hbm 
I* th. 
ht 't s. rap hem 
JI N.* V Vork fTwin. It 
> I. 
frotn grating 
. • ; ■ 
tilt* tips of hep 
‘. I 11'?.per is «=ir<‘ular 
• * ll 
♦, esleii 
hi! lid lo. 


— a P * r 
t s 
;» 
r e v o l v i n g 
• I up In o, e end to 
(l l -J Kprpjg ' 
to 
C li i n - 
h itgHlnst 
i h:- m p ;u ; g Is plat ml 
!,* Ii; in;U* turec'tl until 
tnt I 
ground fiiV. tho 
n» . !( spiM-eUer than 
l‘» 
rut tieii le-rosK 
*nd 
I »;rtU'*i ueu'c. tlir 
■u\u< 1.1 WM UC, 
u flef 
l.e«*fi J 
sniall 
til* 
;< "Mpe'd 
without 
IU-, I * 
. < 
w ell 
It 
lia.4 
to be thrown away. 


Hcurschokl Not**. 
A wlibk br<HUii Im lose d In a bag of 
chef*Nccioth is tuierjiinleel for cleaning 
the corners of mirm pctesl stf?p*. 
Fingers rouclieued by sewdug should 
be well wmsIkhI in warm w ater and 
then g<*iitly rnblied with .pumice. 
If o!ih»ns 
are covered 
over while fry ­ 
ing 
they will retain more of their 
ujolsluro and will b o o f better flavor. 
rj:it|)ins should never Im* left In a 
wet hat, but ubould be tRken out andi 
nihlH*d perfectly dry to prevent niafc- 
Ing. 
Milky lumblerii should t>e washed la 
cold water. 
Putting them straight Into 
hot 
water will cloud the gtas* 
per­ 
il! a non ti.v, 
A Uiblespoonful of flour put Into a 
ketth* of ordinary boiled »tarch will 
cau.se Cliffs, collars, etc., to bo m uch 
stiffer. 
For a salad out of the ordinary m ix 
ere.!rn eh(*e«e with chopiM?d olive* and 
a boiled dressing, 
S<;rve on heart* of 
lettuce. 


Mulligatawny Soup. 
Get a knuckle of veal, have, the 
iKjnes eracked in two or three places, 
imt Into a stew pun aud cover with 
water, and when It im half done cal 
off as much ineat as you ikmhI for th! 
soup ami IjoII the liOm*« and remaindei 
of meat well down for stock. 
thl.- 
Ktaiid till cold and skim off fat. 
Cm 
the m eat in BmoU ph*c‘-s aud fry thj»ir 
In butter with four onions sliced am 
fiound, two dessertspoonfuls of currj 
powder, a Ut tie cayenne pepfter am 
salt. 
Put the.se Into the stew pun, adt 
the stock with three or four clovt*- 
and a tablespomiful of lemon Jtiie* 
Let fin* wljole Trimmer one hour, gerv? 
with plain boiled rice in a ’ Kep.arat 
dksh. 


Chris England, 
Carpenter and 
Contractor 


Estirnates furnished free 
W rite < 
see me a t 
DECATUK, 
- 
. 
TEXA 
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Bailey Issue First With Pros 


It now seems that the smooth antis have .lone their ‘ d o .” and the re 
suit is most gratifying to the saloon interests throughout the state 
F ear’ 
mg the pros who are in the majority in the senate, might come alive and do 
something that would sound like instructions from prohibition «<'sstituents 
and party pledges, the astute antis got busy and raised a m i t t over tim 
congressional redistricting committee, ciatming that the antl-Balicy sena 
tors who are hopelessly in the minori.y, were trying to control the making 
of the new districts 
When this bait was put out by the anti-urns the parti 
sans of Senator Hailey lost sight of all prohibition legislation and went to 
war among themselves over the “ interests” of Senator Hailey. 
Head the 
following report from Austin: 
A prohibition senator who is a devoted par­ 
tisan of Senator Hailey said there was no disguising the intentions of the 
Bailey majority much longer. 
“ We have been scrapping bitterly here over 
the question of prohibition,” said he. “ but all of us Hailey ...en will forget 
we were wets and drys when the shaping of new congressional districts he 
gin*. 
Randall urn. Hardy have spent the last few years studying new 
schemes and new methods to discredit a man who has reflected glory on the 
entire state, and I fcr one believe it to be patriotism to trv in any honor­ 
able way to get such men out of the public service. 
There are others, 
majority, who look at this matter just as I do. 
There will be howl from 
both Hardy and Randall when they see the districts in which Sherman and 
Corsicana are placed, but mark my words and remember the prediction 
the districts will go through just as we want them to go. 
We are going to 
write X ’ in front of the names of both the gentlemen I have named.” 
And it may be added, Hardy aud Randall are not the only Texas mem­ 
bers of congress who may he “ turned out of house and home,” for reasons 
like those showing against the first two. 
Congressmen Robert L. Henry of 
Waco and Albert S. Burleson of Austin might also find it to their advan­ 
tage to keep close scrutiny on the movements of the reapportionment com­ 
mittees. 
While there is no such antipathy shown toward either Henry or 
Burleson as the friends Of Mr. Hailey exhibit toward R andall and Hardy 
they are far from being idolized by men who place the fortunes of the sena’ 
•or above those of any other man on earth. 
H U predicted there will he juat as exciting “ doings” when apportion­ 
ment measures come up for action as ti,ere have already been over prohibi- 
tion matters. 
Perhaps there will be more excitement. 


Well, the expected has happened 
in the Texas legislature, and the an­ 
tis are in high glee. The Messenger 
stated last week that the smart, sleek 
political manipulators of the Jacob 
W alters stripe would turn the trick 
on the weak-kneed 
pros down at 
Austin, and they have played the 
game to a nicety. 
By injecting the 
Bailey issue into the ranks of the 
pros that contingent has been split 
from Daniel both ways and are now 
at was among themselves. 
The sen­ 
ate has been in an uproar this week 
over the question and the chances 
look very favorable for the anti wire 
workers to pull off some stunts that 
will put the quUtis to the hopes of the 
prohibitionists. The Messenger has 
some respect for the senator who 
comes out in the open and fights for 
hi? anti convictions, and we all ad­ 
mire the man who fights for his pro 
sentiments openly and above board. 
He is the kind of a man the prohibi­ 
tionists can depend upon. 
But we 
ask deliverance from the fellow who 
is a pro for political purposes only, 
and can be swayed and handled by 
the cheming politicians on the other 
side. This stripe o.* senators seem to 
be in the Texas senate and it is high 
time the people were awakening to 
task of clearing out these demagogu­ 
es from the councils of the party. 


I 
our 
Pieta 


We now have the very latest 
model mitre machine fo r 
framing pictures, also a large 
variety of designs in up-to- 
date moulding at reasonable 
prices. 
AII work satisfac­ 
tory. Orders promptly filled 


Cates on Farming Interests 


Austin, Texas, Feb. I.—Messenger, Decatur.-.Since coming here I have 
met one of the officials of the agricultural department who told me the plan 
adopted last summer in Wise county of holding agricultural meetings in the 
country at the schoolhouses was being recommended now throughout the 
state wherever this official traveled. 
We of Wise county are to be con­ 
gratulated, not alone on the fuct that we initiated this movement which the 
atule will adopt as a fixed policy, hut upon account of the more important 
fact to us that the farmers are surely awakening to a realization of the op­ 
portunities that confront them from the standpoint of improved or progress­ 
ive farming. 
I iiis awakening is reflected by the circumstances of the farm­ 
ing organizations that have taken place with Decatur as headquarters 
^ There are the demonstrators under the department of agriculture, the boys’ 
corn club, the truck growers’ association, the farm ers’ institute, and the 
dairym en’s association. 
And, while not the result of a purely farming or­ 
ganization, the genuine interest displayed in the trades’ days and "corn 
shows of last summer and fall must be taken as a further definite express­ 
ion of the impulse for better farming which has gained foothold in the com­ 
munity. Not any one of these movements is older than nine months and 
consequently, have accomplished but a small portion of the results open to 
them. 
However, a very healthful beginning bas been made, and the ques­ 
tion now is, shall the endeavors be continued? 
It is up to the people of 
both town and country to give the answer. 
I personally am convinced that three years of uninterrupted develop­ 
ment of the plans of these various organizations will bring, if not a revolu- 
lionized condition, surely then the incipiency of a change of conditions 
which ultimately will put the farming and business interests cf Decatur on 
a different and far more profitable and prosperous basis. 
' 
I believe the goal is so full of promise for all concerned, and this means 
tho entire citizenship of the community, (because all there are dependent on 
farming) that all should lend enthusiastic support to the purposes aimed at 
by these organizations. 
I wish to take this opportunity to say to the truck growers that I hope 
they are still proceeding with the plans outlined in the several meetings 
held. 
Before returning home I hope to visit San Antonio and learn what [ 
can about the details of marketing produce, s e a s to be prepared to lend 
my assistance to securing profitable returns for the stuff now about to be 
planted for spring and summer marketing. 
Very truly, 
CLIFF CATFS 


The Messenger learns that some of 
these spring-like 
mornings a bill 
will be intioduced in the Texas sen­ 
ate to create a brand new office up in 
these diggin’s. 
It is proposed to 
m a k e 
a district 
attorney’s 
of­ 
fice with Wise, Parker 
and Jack 
for the field of operation. 
This of­ 
fice, if created, will carry a fqj sal 
ary of about $2,500 per annum, with 
traveling expenses and 
hotel bills 
thrown in, if a bill now up becomes 
a law. 
Now, the Messenger sees no 
necessity for this new office, conse­ 
quently we are opposed to the meas­ 
ure, and we will wager money, m ar­ 
bles or chalk (mostly chalk, it hav­ 
ing a decided call over the others in 
our possession) that the people, if 
given a chance to vote upon the 
proposition, will knock the stuffing 
out of it in a jiffy. 
The burthen of 


We also have some bargains 
in New a n d Second-Hand 
Furniture. Call and see them 


F a ith F urniture Co. 
W EST SIDE SQUARE 


taxes is just about as great as the 
good people of Parker, 
Wise and 
Jack want at this particular time, 
and as there is nd urgent demand to 
“ 8incure” the amibitions of any of 
the district’s office seekers, the bill 
should be put to death without the 
benefit of a chaplain’s invocation or 
a sky-rocketing peroration of a sen­ 
ate spell binder. The Messenger will 
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‘rom p” on this subject again, and 
we will do our dingdest to show how 
unnecessary such an office is, how 
burdensome to the taxpayers, 
and 
how clap trap politices can weild an 
alarming power with such an office if 
coupled whth the district 
judgeship 
and “ handled” by any two counties 
in the district. 


Some of the senators, judging from 
what they have stated on the floor, 
consider their mort important dutv 
is to jockey and manipulate for the 
purpose of making capital for use of 
the prohibitionists in the 
coming 
campaign. 
And all the while there 
are lunatics confined in filthy jails 
there are the State institutions 
of 
higher education needing attention, 
there are questions of revenue and 
taxation and many other matters of 
vital importance to the S tate’s wel­ 
fare awaiting consideration.--H ous­ 
ton Post. 


*JpO the man or woman with money 
in the bank, there is no uncertainty 
or dread of the morrow, for a bank ac­ 
count means safety. It means protection, 
and what s more, it is all easy to acquire 
if the proper effort is made. 


'(She First National B ank 


D E C A T U R , 
T E X A S 


We respectfully call the attention of the devilish and depraved editor- 
in-chief of the Denton t hronicle to the showing Wonderful Wise makes in 
the number of her patriotic, polltax paying citizens 
Denton county has 
only a m easly 4,087, while the princely aud beautiful figures, 4,125, repre­ 
sent the number of Wise county ans who “ forewent” politics and railroad 
building long enough to qualify themsehes to participate in the splendid 
little todo due in Texas about July 22. 


Boyd is to have a newspaper. 
That thriving little city, one of the best 
and most prosperous in Wise county, has been sorely in need of a boosting 
publication since the hustling Procters left that place and located at Bridge­ 
port. The merchants and citizens of the Boyd country will no doubt do the 
proper thing in giving support to tie ir home paper. *Here is to the success 
of Editor Melton in his efforts to make his section of Wonderful Wise hum 


The Messenger desires to call the 
attention of those parties who make 
it a practice of hitching their horses 
to awning posts, that they are violat­ 
ing one of the oldest ordinances on 
the city’s statutes books. 
This o r­ 
dinance was passed years and years 
ago, but for the past several years 
at the Iithas been recklessly violated by our 
'citizens. 
No 
doubt they are not 
aware that there is such an ordinance 
in existence. This practice is not on­ 
ly the cause of much conjestiofo of 
traffic in our streets, but it is dange 


The girl at the 
telephone 
typewriter, in the school room, 
and 
behind the counter earning an hon­ 
orable living, is worth a cowpen full 
of girls who sit togged up in the 
parlor pounding on the piano, while 
her mother is out in the back yard rous to pedestrians on the sidewalks, 
tumbling a tune on the wash tub, or [Horses hitched to 
the posts will 
the girl who paints and powders h e r | frequently get upon the walks and 
face and is to lazy to cook a dough- stand, causing ladies and children to 
nut. The girl who works for a living take to the streets. The men folks 
and pays her way through the world can i&mhast and kick the stock from 
is respected and esteemed by all good 
wa*k, but the Messenger holds 
people. The working girl is a lovely 
ordinance was 
passed for 
rose compared with the girl who gal- 
protection of the citizens who are 
lops the streets and chases after the I comPdled to take to the street when 


Hopson’s Barber Shop, 


Southeast Corner Square 
Easy Shaves, Stylish Hair­ 
cuts, Shampoo, Massage. 


We will please you. 
; Call on us. 


R. A. Kooken. M. D. 
C. B. Simmons, M. D. 
Ors. Kooken & Simmons 


Congressional bees am swarming in the Texas state senate. 


attention of some worthless 
Ex. 
fellow. 


The defenders of Lorimer in the United States senate" are floundering 
about in a ridiculous manner. 
Doubtless they have heard from the “ dear” 
P©Op I6» 


Senator Tora Perkins talks entirely too much for his own good. 
His 
signed statement in W ednesday’s dailies was evidence abundant that he is 
associating with fellows who are too well versed in the game of politics for 
him. 
His excuse for jumping the pros’ caucus plans is weak and betrays 
an astounding lack of political knowldege in Hon. Tom’s noodle. 
That 
plea anent his love and admiration for Senator Bailey prompting him to 
bolt the prohibitionists’ caucus is rank rut of a very cheap variety 


WTe have infinitely more love and 
respect for Mr. Jacob W alters 
and 
his gang of political workers than we 
have for the demagogue in the legis- 
lature; the fellow who has 
been sent 
to Austin to assist in passing the 
prohibition demands of his 
party 
but who accepts the first bait of the 
antis and can be led off by the Bailey 
issue. 
J 


the horses tied to the posts become 
so many that some of them are crowd­ 
ed upon sidewalks. 


Specialist^—Eye, Ear Nose, T hroat 
r ort Worth, Texas 


B^nk9B u iM W U8t Dr. 
established the first Friday and* Sat! 
u rd ay of each month as regular prac­ 
tice days in Decatur. 
P 


TOM GREER 


J . E . B O Y D 


In su ran ce, 
R eed E state, 
M on ey to Loan. 


I Shaw, I don t care a thing in the “ A SQUARE DEAL” IS MY MOTTO 
world for a performance like Ben 
~ 
Hur, but I am simply wild over that * 
y me> °® c$ in coar* house 


TOM MCCRACKEN 
McCracken & Greer, 


Real Estate—Rental Agents 


Ranch Lands, Farm and City 
Property for sale or trade. 


master-piece, 
-Three W eeks,’ ” re-1 TT 
*■ - ■ u 
j ~l ■ ■ 
marked the young thing as she pen- 
- E J - JLS CD JC JL j 
oiled her eye-brows and looked a ---- ---------------------- --------------- 
-o ege- re 
aiseiook. 
| 
Messenger one year for *1.00. 


List Your Real Estate Here 


COLECTING AGENCY. 


Office in court house, first floor 


Go to the Majestic tonight. 
10c. 


T he Messenger. 


NEW DENVER SCHEDULE 
Arrive at Decatur 


i 


NORTH BOUND 
No. 3— 9:12 a. rn. 
No. I —11:00 a. rn. 
No. 5— 8:32 p. m. 
No. 7—11:52 p. rn. 


south J 
No. 8— 
No. 6—t 
No. 2—& 


JUND 
a.m. 
i.rn. 
Kill. 
No. 4—3:24 p.m. 


/A* I 


News^ Town 
and C ounty 


C A N T E D 
Alan and wife on the 
W Horton R anch; 
man 
t o 
furnish 
teams and cultivate alfalfa and john­ 
son grass; woman to do housework at 
headquarters. 
See FOUNT HAY, at 
First National B ank, Decatur, Tex. 
HERES ANOTHER 


Onion sets at Moore «fc Hunts. 


Chaa. Workman is in Willow Point 


Get hot dr ok- at Hie City Bakerv. 
Be sure and be at the Majestic to­ 
night. 


H- H. Ward wj.-s in Springtown 
t.i]> »'• 
h »sii c>s. 


fronh 
J at Hunt. 
Mr. and.Mrs, E 
sere in Fort Wort, 


Carlo Ball, who is attending 
tai school in Dallas, was he A? 
week. 


den­ 
tins 


% 


as rn 


TI. Baumgartner 
TI \ u r> day. 
Get youi’ garden seed at Moore & 
Hum *. 
Fee Mi lot just leceived. 
AlFs. I u*'t*!l h 
la s returned 
it o iii * visit t‘»/Cliicagr. 


See the new line of pictures at the 
Majestic Friday and San rday nights. 
jf vi-1- r o‘-n is f IP sale list it with 
J. E. Boyd. 


Money to I >an on farm lands. 
J. F. Boyd. 
Dr. Ch Bf 
Tuesday. 


P. WH Ham SNA/ in 
bedside of beiNkis 
euirmnia. I 


Mrs. J I 
port at the 
has the psiei 
Don't fail to see that 
hall galite at tile colic' 
Good grand--tard. 


Bridge- 
ister, who 


good basket 
fe tomorrow. 


Knox. of Chico, was here 


• Smoke with us; only cigars of qual­ 
ity sold. Ford & Thomason. 


Born, to Mr. and Mrs. 
of the Shiloh community, 
bo v. 


e P arris 
n. 20, a/ 


for 


Chico, died 


S. M. Carl left Wednesday 
Frederick to visit a sick sister/ 
Mrs. N. S. Corley, of 
last Saturday morning. 


Hot Chocolate with whipped cream 
and cake at the City Bakery. 
Moore & Hunt sell the very 
groceries at reasonable prices. 
has 


best 


Tully Fields 
Gainesville. 
returned from 


in 


to 


cane 


in 


The little son of J. R. Smith, west 
of town, has the pneumonia. 
Harry Halsell spent the week 
Jack county. 


J. W. W alker this week moved 
Decatur from Robinson, Okla. 
Miss Lizzie Ramsdale, of Paradise 
is visiting relatives here. 
Mrs. Clifton has 
been 
sisk this 
week, but is improved. 
Jack W alker was here Saturday 
from Crafton. 
Pure South Texas ribbon 
syrup at More & Hunt grocery. 
Mrs. John Gililland is visiting 
Fort W orth. 
Fresh chocolate candies 5c to 75c 
per box. 
Ford & Thomason. 
Born, to Capt. d v frti/rs. H. E 
Brady, Tuesday, a>f^ufilter. 
y 
If you want good bread, buy Light 
Crust flour, 
Judge John Speer, of Montague, 
was attending court here this week. 
John T. Woods was up from Dal­ 
las Sunday. • 


J. L. Crawford and Editor W alker, 
of Bridgeport, were in to see the 
Messenger while in town Tuesday. 
Orchestra and Quuartette program 
at Majestic o-night. 


Olney this 


TI e ladies r-f lh* Bapti t. 
chinch 
will give a 
dinner on 
tile 
nubile 
square on the first Monday in March. 
The temperature was'H&in Decatur 
Tuesday and Wet)nesd airjSthe warm­ 
est winter weather on record. 
The WeDelvjs 
were entertained 
last Tuesday by Miss Ruth C hrista!. 
The club meets with Miss 
Bessie 
Shaw next Tuesday. 
Ed P. Gibson, assistant cashier of 
the First National bank, has been 
appointed a member of the Decatur 
high school board of trustees. 


Judge E. M. Allison accompanied 
Mrs. Allison to Ft. W orth Wednes­ 
day. where she has gone under treat­ 
ment at a sanitarium in that city. 
If the weather is to bad tomorrow 
to permit of outdoor basketball, the 
game at the college will be played in<\ 
doors in the chapel. 
H. S. Neville was in the city from 
the 
A I v o r d country 
Yesterday 
attending court. 
Mr. Neville bas re­ 
cently returned from a visit to his 
old home in Alabama. 
There will b e preaching at the 
Christian church next Sunday at ll; 
a. rn., and 7:30 p. rn., by pastor E. 
E. F arris of F o rt W orth. 
.Toe J. 
Perkins was down from 
W ichita Falls Wednesday on busi­ 
ness. 
Joe says W ichita continues to 
grow at a rapid rate. 


We cad the attention of those in­ 
terested in the work of truck farming 
to read tin U tter of Secretary Cates 
of the commercial club, written from 
Austin, in to-day’s Messenger. 


A musical company, consisting of 
sixteen members will appear Hutur- 
uay night at the opera house. The 
company comes well 
recommended 
and no doubt a good house will be 
present. 
A ii round boxing contest 
will he a part of the performance, 
Constable Buck Riley came over! 
from B rid g e p o t F r is k C f with several I 
add m ons to thV^rfunty road gang. 1 
J he fellows 
convicted on the 
charge of jrtfgraecy. 


Gladney Short, 
having accepted 
P e l i o n from President C. W. 
Martin of Wise County Coal Co., at 
Bridgeport, as book-keeper for the 
company, is making preparations to 
move his family to that city. 
Mrs 


whn« 
VMU 5 ov®i over in a 
H h o ri 
W ? ’ 
Martin was in tho city a 
few days ago. 


The public school basket ball team 
goes to Fort W orth today to play one 
game with Polytechnic college. 
The small child of Clyde Maiden, 
cut off w V f f? wn h,ftd thM® A w ™ 
don? 
Wednesday. The cutting was 
done accidently with an axe by the 
“ Hie brother of the injured child. 
Alf 


MONEY TALK 
if You p u t your, 
MONEYin the BANK 
'VUU W ILL HAVE IT 


_ 
you. hep you\ ~ ® 
cfoodAtaffo. 
fa x tj? u 
inanity 
c t Sank. w fu V u i m ao. 
SahfW U c a n n o t AaA^n. J it. t 


r n . 
y o u J t 
HOI 


of* t be O ^ R o i h ^ U A I ? nU,OI\ 
Gcrra,‘nJ ' In 1743. an,I founder 
I thschild fortunes—the greatest on earth paddled 
a boy. 
He saved his money. 
Economy 
from house to house when „ w / . 
*ilvou m 
auk interest at low rates made this great fortune 


Make OUR Bank YOUR Bank 
City National B a n k 
OF DECATUR, TEXAS 
Capital and Surplus - 
. 
. 
$90,000.00 


* * * * * * * * * * * * * * * * — — ...............................m 
i n i m 


. Brown was in the city 
from 
| arad.se Monday. Alf reports e v e rt­ 
ing f 
a I)rP sPerou® condition 
pis section and the 
m g about 
people are talx- 
, 
Representative Rogers' 
5 ! " d," ! ? re j ” equipping the attorney 
S t 
., » office with th., sinew, to ™ 
after the violators of the state’s laws 


A 
Wednesday 
longer in 
rods, as the 
the dem and; 


was informed 
s. Myers is no 
ket for mineral 
has far exceeded 


Gle^n Russell was in 
week. 
Mrs. Chas. Parker, 
of 
Bowie, 
visited relatives here this week. 
The baby of Mr. and Mrs. George 
Boyd died last Tuesday night. 
Sam McCormack, of Clinton, Okla. 
visited relatives in Decatur Monday 
Don’t fail to attend the special 
program at the Majestic to-night. 
J. D. McCormack has gone for 
a 
visit to relatives in Clinton, Okla. 
Richard Allen was here this week 
from Chillicothe. 
Mr. and Mrs. W. L. Rush attend­ 
ed the “ Ben 
Hut” performance in 
Fort. W orth Wednesday evening. 
Faith Furniture Co., are offering 
some excellent bargains in 
second­ 
hand bed room suits. 
Mrs. f . D. Clark of Denton, and 
Mrs. S. O. Wilson of Belton, are the 
guests of Mr. and Mrs. Elmer Clark. 
Miss Wille Stegall attended the 
“ Ben H u r” show in Fort W orth 
Tuesday evening. 
J. L. Tinsley, of B oonville, was 
in the city Wednesday 
attending 
county court. 
S. L. Loughridge and family have 
moved to Athens, where Mr. Lough­ 
ridge will go into business. 
Mrs. W. T. W aggoner of Fort 
W orth, was visiting friends in the 
city M onday. 
M arriage licensey-Claud /Paschal! 
and Miss Ema Tinsley; (JU C. Mc­ 
Daniel and Miss Abbie Barrett. 


Say, hurry up! after Feb. I for a 
short time only we will make a dozen 
post cards for $1.25 and 15 stamp 
pictures for 25c. 
Mr. and Mrs. Dv J 
Moss, Mrs. 
Jas McCarter, Mrs. 
J. W. Patter­ 
son. Misses Minnig Pearl Williams, 
Marie Patterson a$d Bell Ford are 
among those attending Ben H ur at 
Fort W orth this week. 
.Mr. and Mrs. Johrj A. Simmons 
and Mr. and Mrs. E. P. Gibson were 
among those who attended the Gen. 
Lew Wallace great play ‘‘Ben H ur,” 
at Fort W orth Wednesday night. 
Mrs. J. C. Rife returned 
to 
her 
home in Lone Wole, Okla., Monday 
to a response to a message that her 
husband had lost the sight of an eye 
in an accident. 
I 


„ f ' A ; A v ' >r?,ner bVnki°S Institution 
“ b o rt W orth, and the Firs! N«. 
dated1 ° frpiat 
have been consoli­ 
n g A* 
r ° m B 
Carbro ugh a for­ 
c e r D ecaturito and one of the 
mov- 
w HISbe on* nf h™ W aggoner hank, 
th' neVirstituttieonWCe'!M'e8‘dentS of 


J° b department sh!. 
for n l v i ii 
i^e ann.u 
mating list 
has ; 
Uoyl 8 ,,onltr'r farm- Dave 
eiffel^ 
I,* success with his splendid 
t i l i n g biV ,aisln ff 
beat, adver­ 
s i n g - his business, and by making 
f bout h f T y , sta,ement he makes 
S 
. ' , " 11? 
' 
He ship» to all 
i u h e . 
I ®tate, besides having 
states num 
0 i 
in Other 


C L A SSIFIE D ADS 
Five Cents per line per week 
Notice 


LA JST — $10 in bills, last Saturday. 
Return to this office for reward. 


FOR SALE 
Rhode 
Island 
Roosters. 
Floyd Helm. 
Reds. 


We will gin Saturday, January 28, 
and will close our plant down for the 
season, Wednesday, Feb. I. 
Parti©* 
having bolls or cotton will 
pleas© 
get them in by Tuesday, Jan. 31. 
Milligan Gin Co. 


IAXSX—Male black hog, weighs about 
150 pounds. Chas. Davis. 
Basket Ball Schedule 


KOR SALE— Fifty 
acre* 
prai He tist collegt* team; 


Following is the schedule'of games 
to be played in Decatur by the Bap- 


black land on public road, I 1*2 mile 
from church, school and railroad 
station, for price and terms see Geo. 
W. Short, Decatur 


SALESMAN W A N TED -to 
l o u k 
after our interest in Wise and ad­ 
jacent counties. 
Salary 
or com­ 
mission, 
Address The Harvey Oil 
Co., Cleveland, Ohio. 


A STRAY pig has taken up at the 
home of one of Decatur subscribers; 
call at this office for particulars. 


hisPU?*1 ; anr 
St- Clail' will 
brin)? 
■>t> I oly basket ball team here ti, 
morrow. Saturday for a U m e w 'ta 
c a A ? : '^ " . ; : 1 p - 
at » * » » e * 5 
arapus. 
This will certainly be 
oriel ° ne’n ° P, b0th teams »"> frond 
team'. I ?v y baS wIln fr«m the 
hest 
M i w i th estate this year, and the 
college, so far, has n o tlo st a game 
the state, having played 
ten 
in 
Dr.*v'» 
. 
’ 
iu»? pi aye 
uc 1 miss tomorrow’s game. 


The total poll tax 
p i y men is for 
Wise county for 1910 w if be about 
4,100, which is a slight increase over 
1909. The 1909 polls*, 
4,078. The 
collector has not yet tir^led the 19- 
10 polls, and the above is only es­ 
timated. 


fcy pe 
raHro 
kerf OI 


r cent 
road be­ 
lord has 


During Jai^dary there were report­ 
ed to the county clerk four deaths 
and eleven births for Wise county. 


It is reported that eighty 
of the grade for the new r 
tween Balsora and WeatJare 
been completed. 


J. D. White has recently installed 
some splendid improvements in his 
blacksmith shop. 
He now uses gas* 
d in e power and has put in many im­ 
proved tools which greatly facilita­ 
tes his work. 
He now has one of the 
best shops in North Texa 
Revs. J. H. Heathingtdn, W. C. 
Carver, E. B. Moore, 
R . Ander­ 
son, J. L. W ard, G. V^XTyson, J. 
W. Bailey, and C. B. ) tJunn were 
among those who attended the fifth 
Sunday 
day. 


Hon. A. D. Rogers was in the city 
from Austin Sunday shaking hands 
with his friends and visiting his fam­ 
ily. 
Mr. Rogers says things have 
commenced to warm up down at the 
capitol. 


Majestic to-night, a splendid 
peel ai program besides the motion 
nnm^l68’ u WiU CODsi*t of m usical 
< w f r ? by „yIcC°3' Orchestra and 
Quartette. 
The McCoy brothers a re 


awald®??, 
° l 
note- havin* 
*»«■> 
'a id e d the first prize in th© s t 


at°f?nS, o ° Md ’8 Fair- 
DoD,t fail 
attend the Majestic to-night. The ad- 
f is s io n will be IO and loc. 


Br. P. J. Fulllngim, one of 
ost prominent and popular yoOng 
Physicians in this section, ami a 
member of one of the pioneer families 
gave his friends a surprise Sunday 
evening by taking unto 
himself a 
wife in the person of Mrs< John F, 
£ o rd , daughter 
of Mr, and Mrs. 
Henry L. W ard. old time and in- 
fluenciai citizen of this community. 
Rev. J. L. W ard, uncle of the bride, 
performed the ceremony,, immediate­ 
ly after which the happy couple, left 
on the south-bound Denver for Fort 
W orth and Dallas, where they are 
spending a few davs visiting friends 
of the groom. 
Messenger 


While a Messenger 
scribe 
was 
loafing 
around 
the office of the 
county clerk Wednesday morning in 
quest of any news notes he might de­ 
vour he was 
informed by 
Clerk 
Williams, with the statement affidav­ 
i t s by Deputy Clerk Foster, that Alf 
Brown, who was in the office at 
the 
time on business, was seriously think­ 
ing of becoming a deciple 
of 
the 
great Mozart, or in other and plainer 
words, Alf contemplates 
devoting 
his spare time to mastering the art 
of music. Our informants failed to 
state where Alf would commence his 
studies, but it is supposed it will be 
either at Paradise, his home town, 
or Decatur. 


Polytechnics, Saturday, Feb. 4. 
Durant, Or la.. Fob, ll. 
Ft. Worth Y. M. C. A,, Feb. 22. 


Notice 


Decatur, Texas,*Jan. 7, IOU.C 
Notice is hereby given that on the 
13th day of February, at IO o ’clock 
a. in. the honorable commissioner's 
court of Wise county, Texas, will re­ 
ceive and open sealed bids for a coun­ 
ty depository, for two years, for th© 
countv funds of said countv, includ­ 
ing school funds. 
E. M, ALLISON, 
(w*«) 
County Judge. 


meeting* at ^ 
1 « s"ui2 w i . h r . / J ^ b r . ^ B h i S ? ' - ISS* hU 
bride a long happy journey in their 
new relation. 


Mrs. R. E. Collins and Miss F ran­ 
cis Collins leave to-morrow for a 
vist to relatives and friends in Dab 
las. They will attend the “ Ben H u r” 
performance in F o rt W orth to-mor­ 
row evening. 


Mrs. B. B. Forte arrived Saturday 
\ to join her husband, who is now ac 
e m ffi^ e o f the Messenger. 


R. M. Childers and family arrived 
in Decatur Monday from W arren 
Ark. 
Mr. Childers 
has bought a 
farm out of the old ( W aggoner ranch 
property, and wKl immediately be­ 
gin the erection of a house, and will 
make other improvements. 


Our good friend, Ad Renshaw, says 
th a t he is not among the recent con­ 
verts to the new doctrine preached on 
our streets last week, and that he 
“'ill continue to shave and cut his 
h a ir just like he has bee® doing for 
the past century or more. The two 
gentlemen who wepe holding services 
on o u r streets claimed that all those 
who followed their teachings and re­ 
fused to cut their hair and never 
shave would lyre until the end of 
time, o r ’till the crack o f doom. 
Good crowds attended the 
services 
but few were convinced of the truth­ 
fulness of their teachings. The ex­ 
pounders, two in number, wore their 
h a ir long and seemed to be enjoying 
good h ealth . 


Decatur college five defeated the 
fast Rush Springs basket ball team 
here last Saturday by the 
close 
score of ll to 12. The game was the 
closest ever played here and was 
hard fought from start fc o finish, 
neither team ever being more than 
two points in the lead. 
At the end 
of the first half the score was 6 to 4 
for Decatur. 
For Rush 
Springs, 
Penn threw two pretty long 
goals. 
and Kirk and M curanahan did splen­ 
did work. The locals were not up to 
the usual good form in goaling, tho 
they passed the ball all around the 
visitors. 
Wolfe, the new center, die 
fine work at guarding, and 
Edwards 
and Robbins also did good playing. 
Polytechnic college will be here to 
morrow for a game with the college 
five. 


In 1900 
the 
population 
of 
th© 
thirteenth congressional dis!Hr* wag 
54,818; In 1910 the population had in­ 
creased to 187,383. a gain of 
133,564. 
The population of the state senatorial 
district composed of Wise, Denton 
and Montague counties, in 1900 was 
80,234; 1910,82,832, a gain of only l,- 
597. 


The Peoples’ W ater Troubles Co., 
has scored another triumph and the 
gentlemen composing the company 
are in high giee over the result. The 
patent applied for the railroad water 
tank valve has been allowed and now 
this splendid device will 
be 
put on 
the market. Undoubtedly this slone of 
the best inventions of years, 
and it 
is the opinion of the all railroad men 
who have seen the apparatus that it 
will find a ready 8*1® wRh the rail­ 
road companies. 
With this device 
attached to the water “ snout” on 
tanks of this character all 
water 
troubles come to an end; the firemen 
can draw the water without his usual 
trouble, and tbe most frigid weather, 
when the water stands frozen for days 
has no effect whatever upon getting 
the usual amount of water from the 
tank. A demonstration for th© bene­ 
fit of railway officials will be made 
in a short time at Fort 
W orth and 
tbe 
merit of 
this 
valve will be 
brought to the attention of those 
people. 


Evsry Csnt Hs Saved. 
“Every cent that I saved h In that 
bank," said a boy who was one of 
the crowd iii front of tbe Carnegie 
Trust company's closed doors a short 
time after the state authorities had 
taken possession of the place. ##Never 
mind, boy,” said a sympathetic man, 
who also looked anxious. 
“You’ll get 
It all right” 
Then he leaned dowr 
and asked. “How much do they owe 
you?” 
Tbe boy smiled broadly and) 
answered, “Only what I saved- not a* 
cent.” 
And the laughter which fol­ 
lowed the answer showed that losses: 
had not disturbed the good nature of 
the crowd —New York Tribune. 


Childless D ram atists. 
Heredity, however powerful in the. 
field of athletics, is powerless hi the 
theater. 
Have yon noticed tbe child-* 
Iciness of the dramatist? 
It seems' 
that tim successful dramatist is at the 
end of a series and never leaves a suc­ 
cessor. 
Look down the list of them, 
from Gilbert to Shaw’ and you will find 
never a child. 
Further search brings 
up Thomas Hardy, Barrie, Maeterlinck, 
Pinero, Cecil Raleigh. Maugham, Locke, 
Granville Barker, Frederick Penn,Louis 
Napoleon Parker, and only Henry Ar­ 
thur Jones and Hall Caine are dram 
atists with children.—London Chroni­ 
cle. 
* 


His Motte. 
\ 
Richard 
Harding 
Davis 
received1 
some time ago from a magazine af 
gashing request that he furnish it gra 
tai to aa iv with a New Year’s greeting* 
and a few appropriate mottoes. 
M r/ 
Davis replied promptly; 
“I can’t ‘greet* people I don’t know, 
but you are welcome to my motto, 
which Is. ‘Nothing for nothing and 
rery little for sixpence.* w 
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A Brand New Mechanical 
Remedy for Winter Water 
Troubles—A Boon for the 
Long-Suffering Water Us­ 
ing Public-THE MILLER- 
BUNNELL patented NON­ 
FREEZING WATERTANK 
CONNECTION VALVE..... 
Spink and span new makes 
it initial appearance on the 
market, under the auspices 
of the 
manufacturers— 


“ PARDON ME, MISS; YOUK FEATURES ARE 
FAM ILIAR." 


But he was sure he knew her. and one 
morning, though she always studiously 
avoided his eye, he stopped and ad­ 
dressed her with courtly politeness: 
“ ‘Pardon me, miss,’ he said; ‘your 
features are familiar, but, strangely 
enough, I cannot recall the circum­ 
stances under which we met. 
Yet I 
certainly remember our having met 
somewhere.’ 
“ ‘Remember!* cried the young lady, 
and she arose from among her friends 
with angry and aggressive air. / ‘Re­ 
member, you old scallywag! Well, you 
ought to remember. 
It's not a year 
since you gave me eight months in the 
common pleas, and for 2 cents I’d pitch 
you over the railing into the water! 


uorn oread. 
One and one-fourth cupfuls bread 
flour, one cupful cornmeal (not the 
powdered meal), one level teaspoonful 
soda, two level teaspoonfuls cream of 
tartar, one of salt, three-quarters cup­ 
ful granulated sugar. 
Sift all this 
three times. 
Add one egg. three ta­ 
blespoonfuls molted butter, one and 
three-quarters cupfuls milk (sweet). 
This is made the same with sour milk 
by omitting cream of tartar. . 


T A N K 


VV ATER- 


English Pork Pie. 
Cut lean fresh pork in strips, finger 
length, and put a layer in a pudding 
dish. 
Season with pepper and salt. 
Next add a layer of sliced apples sprin­ 
kled with sugar and bits of butter, then 
more pork, but have top layer of apple. 
Pour over It a cup of sweet cider; put 
on a rich pie crust rather thick, and 
cut slits in top for steam to escape. 
Bake in moderate oven one and one- 
half or two hours. 


The M ajestic is now showing the 


best class of pictures it lias ever had. 
The films are new and costly, and you 
will be pleased with them. Tonight. 


Group of Pioneer Settlers of “Wonderful Wise’ -T h e 
Home of Big Brained Men and Brilliant Women 


rn GHOST 
OF A CHANGE 
'N 


From It There Came a Double 
Wedding. 


C y M A R T H A M’C.-W I L L I A M S . 


‘Everyboily vino is g-ylng,” Selina 
wikl. wit ii a sinh. 
"Oh dear! 
I won­ 
der why we have to skip al! the good 
tim es.” 
"It I* in punishment*for our uncom­ 
m itted sins.” Ben#* answered, with a 
tins cf til" head. 
"Ail our sins must 
!>e un committed. i ’m sure we’ve been 
brough! up more strictly than ever 
nuns '. ere. 
Sometimes when i think 
ever ll ail i get fairly afraid for (is two. 
VV o’ve been so proper from our cradles 
--w e must break out after awhile.** 
"Hush! 
Aunt W ilton would hare a 
fit if she heard you," Selina said. "Do 
yon think she was ever young, Ren#*? 
I can’t fancy her less than sixty grid 
severe, yet I do believe she means only 
to be kind and really wants us to lie 
happy.** 
"Yes. In her way. wha Ti bnf t mine 
nor anybody elses," ltess broke out 
passionately. 
"H er way Is to have 
everything just so a<r» days in the year 
We Ii ive alt sorts of m aterial go a1 
th in g s -we evt well, sleep well. dress 
® p‘li but no liberty to get the good of 
t i ' m. 
How many tim es did we wear 
our best frocks last nu rn mer? 
Not 
once! 
And it*s going o> be the same 
this season. 
Feo[lie bever ask its to 
tilings any more leva use they know 
we won’t come." 
"I don’t mind that so much as the 
flowers. 
Shouldn't yon like. Just once. 
to run riot iii the garden, pulling w hat­ 
ever you likedV" 
"You heretic! 
Aunt Wilton wop Id 
have serious (Ioulbs as to your sanity 
if all:* heard that. 
I think sin* loves 
flowers, not hisn use they arf* flowers 
and beautiful, but because they are 
ber M fn"— 
"The .same as her nip'os,” a deeper 
yobs* said from an ambush «<f nine 
hedge. 
Next minute the hedge shook 
violently, 
lr was old and gnarly, be 
fag a party hedge and therefore lie 
yond Wilton control. 
The cad of the 
whakbigs was a young man. slim and 
merry eyed, who bowed very low to 
the I wo young women, then said depre 
en tingly: "Don’t freeze nu* because I 
eave dropped. 
I know how bad if is. 
but really this time the end justifies 
it. 
Tm a committee of one, self ap ­ 
pointed, to find out just why tile nicest 
girl • in town stay out of everything.” 
"WPI you listen?" Itess adjured r e ­ 
line, whose eyes were dancing, though 
her 
was preternaturally grave as 
sh" answered. "EveryImkIv overlooks 
Joe 1 birt we! I’m fibs. he fibs no nicely.” 
H artw ell laughed. 
His fattier being 
Ar u Wilton’s lawyer, he knew the 
Ford girls. Aunt W ilton’s nieces, bet­ 
ter than anybody in Ca swob town 
It 
xvi) a knowledge that ran back to the 
mud pie period, although the Ford* 
know no more of mud pies and their 
m aking than could be gathered from 
w et< h!ag him enviously through gran­ 
nie of the hedge. 
Now. for two years ho had been 
wondering how they had escaped their 
brl-VOng up. Selina, he was sure, was 


4 u ’: of mud longings for life aud free 
dole. 
About Bess ho was not so sure. 
She sang and laughed like a human 
sir 
vim—sang and laughed herself 
into the deepest depths of his heart 
Therefore he resented bitterly her iso- 
hp'’ n. 
The sisters would some day 
inherit Aunt W ilton’s more than com- 
fo rt-life fortune. 
It galled him to 
’th in ’ that people would say Bess had 
m arried him through lack of other 
lox ort; maybe also that his father had 
en < raged his client lo keep her heir 
esse- so secluded out of regard for the 
interest* of his son. 
Beyond all that 
though, was the rebellion against thus 
winning by default. 
How could Bess 
lie "re she really loved him when she 
had had no chance of measuring him 
a g e n st other lovers? 
I *.va* with a hope of giving her that 
chanco he had asked his chum. Dean! 
SOU. for a month’s visit. Dennison was 
hun some, witty and winning. 
Ills 
eon dug, duly advertised, had set social 
Caswell all a-flutter. 
There were al- 
rend 
things planned for ail the first 
fortnight. 
Selina and Bess had been 
dis.- nosing the most spectacular of 
the .. the lawn party at the old Ver 
non place. It was to come off by moon­ 
light, aided and abetted by Japanese 
Ian;, m s. 
There would be dancing, of 
co ar e, aud supper in the big hall of 
the deserted mansion. Everybody was 
to ; o in costume and masker 
Except 
far that, Selina and Bess rn. 
have 
had faint hopes. 
But Aunt V itonV 
/aob was flint toward masking. 
It 
sc /tired to her so much of acting and 
the theater. 
s If Hartwell had known that —but 
-peculation is idle. 
He looked blank 
in It d when Selina let him see how 
th land lay. "And I got it up mostly 
sc 
ii might dance your fill,” he said 
rn' 
vfully. 
"How I wish I could 
w 
i tile alate clean and begin all 
ox 
I 
Such a great lark I hoped we 
rn. 
have. a n d now to ihiLh"-. 


"clich a great lark wo will have!" 
cried Bess, springing up aud whirling 
about in front of the garden bent % 
Hartwell stared at her. Selina looked 
puzzled. 
Bess stopped sh ar? in her 
.i:m(ir,g to put her finger on her lf? 
and say, nodding sagely between th 
words: 
"Bromise not to faint when 
you see us, Joe. I think we’re coming, 
thong!! we have just the ghost of a 
chance." 
• 
• 
* 
* 
* 
* 
• 
The lawn party had to take Its full 
iP3o:i on trust. So many clouds nailed 
In the sky the lantern lights shone ult 


undimmed. 
The thick, lowery night 
kept the crowd dose about the house, 
It was big and substantial, and lf the 
worst came in the simp** of min dane 
big could go on inside. 
True, a few 
nervous persons said that would hard 
ly do. 
Of course it was all idle talk. 
None the less there bad been talk of a 
Vernon ghost. 
Two ghosts indeed -those of the Ver­ 
non tw in alatern, who had loved the 
same sw eetheart and had refused to 
marry him out of regard for the other. 
They had lived to a great age, fading 
and falling at last like withered rosea 
there in the family mansion. They had 
been dead tw enty years, with none but 
good words to follow them. 
If they 
did uot sleep peacefully in their sunny 
glaives then were pure lives and good 
deeds vain. 
Not withstanding there 
was the talk, now one, now another, 
glimpsed them walking hand iii hand 
up the broad stairway or flitting at 
dusk through the overgrown rose gar­ 
den. 
Dennison heard ab this avidly 
Ile 
liked w hatever was old world and un 
usual. 
Ber ha |>a that was why, when 
the rain at last sent everybody scurry 
lug within, he drew a little apart from 
the m errym akers and stood staring up 
the dim vista of the great stairw ay. 
And thus he was the first to see twin 
wraiths, slim and girlish, floating rath ­ 
er than walking, glide out of the upper 
dusk and, linking arms, fall into the 
swing of a waltz. 
They were all ic 
vaporous white—swirls of it covered 
them from head to foot. 
They kepi 
perfect time aud moved so iii unison 
It was like the rhythm of one soul 
rn tiler than two. 
Dennison felt his heart bent faster. 
All the rest had accepted the veiled 
dancers us but new come maskers. Ile 
nodded toward them, saying Iii H art 
well’s ear: "Don’t you hate monopoly? 
Let’s break that one up.” * 
Then in hurried whispers ta* told 
what lie had seen. 
Hartwell suppress­ 
ed a whistle, then said with a quick 
breath: "I U go you. 
Take Hie tulle! 
one." 
"No; I’m going to dunce with the 
other. 
Ghostlike masqueraders don’t 
demand formal presentation." 
Penal 
son whispered back as lie shot out to 
intercept the whirling visions, 
la r 
wink he had his chosen one fast, aud 
Hartw ell perforce took the other 
To 
gather they outdo the round of the Ion? 
hall. not once, but many times, tin* 
ghost dancers moving so lightly they 
did not even breathe more quickly, it! 
though their mortal partners at Ins* 
were panting. 
"How did you think of It? 
How 
dared 3*011 do it?” Hartwell asked as 
he whirled and wheeled 
The wraith 
ill his arm s answered evenly; "We've 
been doing it this long time. 
It was 
ft sort of outlet. 
Selina first thought 
of it after we laid found the lost hey 
to the big gate, but: she never would 
have had the courage to do it if I hid 
not egged her on. 
She wouldn’t dare 
be here tonight if I bad let her think. 
We have always gone home before f* 
o’clock and climbed in by the library 
window 
This time we shall have to 
be ghosts until morning. 
We cen get 
In on the heels of the milkman, and of 
course we shall run away before un 
masking time. W hat would Aunt WH 
ton shy if anybody told her we had 
l>een here?" 
"Probably disinherit you. 
I should 
like that," Hartwell returned. 
"Then 
you wouldn’t think, you couldn’t, I am 
fortune bunting when I say I love 
you”— 
What more he might hare said uo 
body knows. 
Just then there came 
wiki cries of fire and after them gen 
end par % 
Despite the pouring rain. 
helped by ;he raging wind, the old 
house burned like tinder. 
Hartwell 
had for a moment left Bess, 
When In- 
looked for her he saw two vapory 
creatures fleeing up the stairw ay 
Bess and Selina, madly bent on avoid 
log discovery, meant to vanish that 
way and escape up the back stairs by 
which they had come. A wall of flame 
blocked them. 
As they ran back from 
It they heard a shout: 
"Stand still* 
We are coming!” 
Then up the long 
main stair came Hartwell and Denni 
son, to rush down half a m inute later 
through lacking flames, each with a 
girl’s inanim ate figure crushed against 
his breast. 
Hight there was settled the question 
of a double wedding. Even Aunt WH 
ton insisted on i t 
Her nieces, she 
said, needed stronger guardians. Both 
matches have turned out to bo ideal 
sci much so that Hartwell and Den 
nison say they shudder to think they 
gained such happiness by barely the 
ghost of a chance 


UST!* "’"re expected to write or paint 
or sketch or compose some little tell­ 
ing fragm ent. Berlins had already re 
AisihI Si dozen rimes to have anything 
to do with the volume. 
One evening. 
however, seeing, that he was In nu un 
Banally genial frame of mind. she went 
up to him, book in hand, and sugared 
her request with a bribe. 
"Master, if you will write one little 
thing in my album —a line even—I will 
give yon your choice of two rewards 
You shall either have a kiss or you 
shall have a wonderful pate de fob* 
gras which has just been sent to me 
from Toulouse " 
Ber!lot smiled and was silent for a 
moment. 
Presently he said, "Give me 
your album " 
Instantly he was pro­ 
vided with writing necessities. 
Then 
he wrote. "Oportet pate.” 
"W hat does it mean?” asked M ao. 
Patti, puzzled. 
"It means, my child. ’Bring the 
pate,*" answered Berber, sweetly. 
Mme. P atti pouted and then fetched 
the promised pate.—-Annale*. 


Ins Aet' is the brood of nations they 
arc always famishing for it.—( ’hateau- 
briaud. 
WHEN FOOTBALL WAS 
MORE STRENUOUS 


Gentle Art ut Bone Breaking as 


Practiced In the Nineties. 


Paul Wallington, the H arvard coach, 
was praising the milder football of 
1910. 
"Football in the nineties was a ter­ 
rible game,” said 
Mr. 
Wlthington. 
"Bourget, you know, devoted a whole 
chapter of ‘Outre Mer* to its horrors. 
Some of the stories of the football of 
’90 or ’91 are, in fact, almost Incredi­ 
ble. 
A Philadelphia sporting editor 
returned one November Saturday from 
W est Philadelphia with a pale, fright­ 
ened face. 
" ‘Many accidents a t the game?’ a 
police reporter asked him. 
" ‘One frightful accident/ replied the 
sporting editor. 
‘A powerful mule 
from a neighboring coal dealer’s en­ 
tered the field, blundered into one of the 
hottest scrimmages and got killed.’ ** 


U n w a ve rin g Faith, 
, 
Colonel Archie Hughes of Tennessee, 
who can tell more good stories even 
than the renowned Tom Ochiltreo, was 
retailing a few from his repertory in 
the Eutaw House recently. 
"For many years after the death of 
President Andrew Jackson,” said Colo­ 
nel Hughes, "an old colored man named 
Alfred, who had been Jackson’s body 
servant, guarded his grave and showed 
visitors about the spot where Old Hick­ 
ory’s remains rested. 
Once a visitor 
said to him. ’Do you think that Presi­ 
dent Jackson is in heaven?’ 
“Old Alfred eyed him contemptuous­ 
ly. 
" ‘Cose he is in heaven. 
Didn’t he 
always say he wuz goin’ dar, aud lf he 
sed he wuz goin’ who wuz gwine fer 
to stop him?* ’’—Baltimore American. 


Not For Monty. 
W alter W inans. the noted horseman, 
lives in England, and on his recent 
American visit a reporter asked him 
what he thought of international m ar­ 
riag e. 
"International marriages,” said Mr. 
Winans, who belongs to the Baltimore 
family of that name, "are Just as good 
as any other kind provided the girl 
and the man are all right. The girl is, 
as a rule, all right, but the man Is too 
ofter a fortune hunter, who should 
never have been presented to the girl.’ 
Mr. W inans smiled. 
"A Chicago father," he resumed, 
"said to his foreign son-in-law th© oth­ 
er day: 
‘“ Count, I’m ruined! 
Every cent is 
tost!* 
" T hen, by Jove/ he said softly, *1 
did m arry for love, after all/ ** 


Berlioz Got His Reward. 
Mme. Adelina Batt! at the height of 
her celebrity kept an album in which 


«. 
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Th* Gossiper. 
Mrs. Stubb—There goes Mrs. Tall­ 
er ood. Everything she says goes. 
Mr. Btu bb—Yes. goes around 
the 
ne ig h borh 
. —Ch lea go News. 


The Wicked W inter Time. 
The wind la blowing wicked airs. 
I know they are not hymns. 
For all the trees, despite my stare#. 
Dance In their naked limbs. 


PRICE 


( H O P 


Is a system tonic and corrective which carries its 
cleansing and stim ulating influence to every part of 
the body, drives out impurities, strengthens diges­ 
tion and quickly restores energy and cheerful spirit*. 


(let the 
w ith th e Figure *»J** hi (ted 0 0 1 


Sold by Druggists. 


C. B. Gunn* S p ecial Agent 


How Far Are 
Yon From 


T o w n ? 


When you have to 
hitch up and drive—but it makes 
no difference how’ far you are from 
town or from your neighbors -on e 
mile or one hundred m iles—you are always 
within talking distance with a Bell Telcp hone. 
Think what it means to get market prices and 
weather reports—to transact ail sorts of business at 
any time of the day or night, in any 
kind of weather; to call up your neigh­ 
bors in emergencies or for a social 
chat. A farmers’ telephone system is 
as easily constructed as a wire fence, 
and costs less. 


Write to our nearest Manager to­ 
day, who will gladly furnish you with 
any information desired. 


The rates for serviee are very low, 


THE SOUTHWESTERN TELEGRAPH & 
TELEPHONE COMPANY, Dallas, Tens 


Yastine 


The Tailor, is now in his 


new quarters, (the old post 
* 
office building) ready to 


do your 


Cleaning 
and Repairing 


In the highest style of the 


art 
Old Hats cleaned and 


made to took like new. 


Bring your clothes and get 


fixed up for Christmas. 


C oprah! 1909 
Jou* J kl 
The Houae of KuppcabdBM* 
Cbicsa®' 
Yastine, 
THE 
TAILOR 


They seem to think I give applause, 
A further dance to roue#. 
I figure this, you know, because I 
They know I see their bots aha. 
—Judge. 


Notice 


W e are still w aiting for 
those 
“ b o llies,” and are prepared to handle 
them in anv qu an tities. 
The price 
is from l l . 5c. to $2.50. 
A fter S a t­ 
urday, 24th of December, we will not 
have any reg u lar gin days, but will 
fire up and run when we have a d a y ’s 
work to do. 
M illigan Gin Co. 
stic 


Good Music and Good Pictures 


^ M aje stic for fun to-night 


I 


V;v.ll 


s 
l f 


$15 OO Suits and Overcoats at 
$20 OO Suits and Overcoats 


$25 OO Suits and Overcoats 
$18 OO Suits and Overcoats at 


$1 OO Shirts reduced to 
- 
1 50 Shirts reduced to 
2 OO Work Shirts reduced to 
2 50 Work Shirts rednced to 
All Men’s and Boys’ Shoes Reduced 


All 35c Neckwear reduced to 
All 50c Neckwear reduced to 


All 75c Neckwear reduced to 
All $1 OO Underwear reduced to 
All 50c Underwear rednced to 


TiTinrmr uh m m o w n h i liny bi ii i ii. 
■ ** 
r-.-vrfei: 


DOING THEIR DUTY 


f- 
i ' l l , ' 
*. 
, 
- 
*'■ 
S c o r e s 
of 
D e c a t u r 
R e a d e r s 
A re 
L e a r n i n g 
the 
Duty 
a l 
the 


t x i d ' i v y s . 


say 
S S 


T o filter the blood is the k iu u e y s 
duty. 
W h e n they fail to do th is the k i d ­ 


neys a r e sick. 
i hick ache and m any kid ney ills fed* 
} o iv; 
U rinary trouble, diabetes. 
D e a n ’s K id n ey P i l l s cu re them a ll . 


D e ca t u r p e op le e n d o r s e o u r c l a i m . 
C . D. 
C ates. 
E. M ain S t . . D ecatur, 
T e x a s say s: 
‘ ‘A b o u t a y e a r a g o I 
suffered from an a t t a c k o f kidney 


t r o u b l e , the g rea test a n n o y a n c e be­ 
i n g fro m too frequent 
p a s s a g e s 
of 
th e k id n ey s e c r e tio n s . 
A f r ie n d 
a d ­ 
v ises me to try D o a n ’s 
K id ney P i l l s 
a n a I p r o c u r e d a 
b o x 
f r o m C. 
B . 


G u n n s D ru g S t o r e . 
T h e y h e l p e d me 
so g r e a t l y that I p ro cu re d m o r e and 


the c o n ten ts of a b o u t five b o x e s m a d e 
me feel better in every way. 
I 
h a v e 
n o 
h e s i t a t io n 
in 
r e c o m m e n d in g 
D o a n ' s Kidney P i l l s . 


F o r s a l e by ait d e a le rs . 
P r i c e 50o, 


F o s t e - M i l | u r n 
C o ., 
B u f f a lo , 
New 
Y o r k . so le a g e n ts 
fo r the 
D in te d 
S t a tes. 


R ‘mem ber the n a m e — D o a n ' s - and 
lu k e no o t h e r . 


The 1911 World Almanac 


T l l K .\! t ILA ii 
B A I I B KH P O L L I K G K . 
] of D a l l a s T e x a s , w ants 
m e n u ) ©urn ; 
tile b a rhot trade. 
They 
o ffe r 
s p len ­ 
did 
in ducements 
and a 
s h o r t term 
com pletes. 
T h e y m a ll free a b e a u ­ 
tiful c a t a l o g u e a n d ask all 
o u r r e a d ­ 
ers to send f o r it. 


L i b e r a l R e w a r d . 


S t r a y e d 
o r 
stolen, 
five 
steer s j 
b r a n d e d h a lf - c i r c l e 7 
o s 
r i g h t 
o r I 
left hip. o r figure 4 on 
left 
h i s — • 
W . M. H a r r is . 
j 


is the archway to a storehouse o f re­ 
liable . information; full details of the 
T IO census and of the most important 
and exciting Congressional Election in 
fifty 
years; 
to,OOO 
facts 
and 
figures 
about politics, 
Door, religion, 
sports, 
farm 
statistics, 
finance, 
trade, 
com­ 
merce, insurance, money' and banking; 
information 
about 
our 
own 
and 
all 
foreign 
countries, 
the 
armies 
and 
navies 
of 
the 
world. 
Panama 
Canal, 
aerial navigation, growth of the United 
States, universities and colleges; postal 
information, 
naturalization 
laws 
and 
qualifications fur voting; 
Constitution 
of united States, population of largest 
cities of the earth, of too largest cities 
in United States, 
of all United States 
cities of 5,000 or more; 
in fact the 
UH I World Almanac will tell von some­ 
thing about everything and everything 
about a great many things. 
Price 25c 
at 
bookstores 
(west 
of 
Buffalo 
and 
Pittsburg 3Oc.), by mal! 35c. 
Address 
Toe New York World, New York. 


M ajestic 


Good Music and Good Pictures 


Messenger and Record $1,75 


